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To Be Serious Again ... 


Story of the Week 


To snag a meagre living Old Mose 
snared crabs out of The Sea. He was 
angry about The World and its Ways, 
but he was independent. And a phi- 
losopher. Think not? Heed this 
incident. 

Mose’s hamper was half full of 
toothsome crustaceans when a neigh- 
bor boy warned him that several big 
crabs were trying to escape from his 
basket. 

“Thankee, son. I know crabs, and 
I don’t figger t’lose nary one. When 
de big uns fights up to de top, de 
little uns catches 'em by de leg, and 
pulls ‘em back down.” 

To students of human nature, 
Mose’s observation carries consider- 
able significance. 


Gags of the Week 


“A vacation is when we do things 
we don’t want to do and spend money 
we want to save so we'll have some- 
thing to talk about during the win- 
ter.”"—-MORRIS C. GRACE. 

If we owe it to ourselves (the na- 
tional debt) why don’t we keep it— 
instead of paying taxes on it? 


If all the cars in the U. S. were 
placed end to end—it would be Sun- 
day afternoon.—Washington Times- 
Herald. 


A successful political speaker is 
one who points with pride at every- 
thing within the city limits. 


Boys boast about what they’ll do 
when they become men. The latter 
brag about things they did when 
they were boys. 


“The ignorant are never defeated 
in argument.”—CHARLIE CHAN. 


“America is the only nation in 
history which miraculously has gone 
from barbarism to degeneration with- 
out the usual interval of civilization.” 
— GEORGES CLEMENCEAU. 


“Not always is a race won by the 
swift, or a fight by the strongest— 
but that’s how you should bet.”— 
DAMON RUNYON. 


Philosophy of the Week 


“If one has enjoyed life and con- 
trived to extract matter of mirth 
even out of its not infrequent mis- 
haps, one cannot be said to have 
squandered one’s days. A man’s days 
are his own. He will do well, I should 
think, not to listen to others as to 
whether he has wasted his life or not; 
that is his own concern.’’—NORMAN 
DOUGLAS: Late Harvest. 


“Analyze yourself first-—-before you 
criticize another.””’ THOMAS J. WAT- 
SON. 


An error becomes a mistake only 
when you refuse to correct it. 


You may give without loving, but 
you cannot love without giving.— 
Christian Life. 


“One of the greatest troubles today 
is due to the fact that man is satis- 
fied with so little in himself and de- 
mands so much in others.”—Indiana 
Freemason. 


“Your greatest social security lies 
in your friendships.”"—-DR. HAROLD 
FINK. 


Verse of the Week 


A baffling parental problem 
A sequence unforseen. 

How to get the baby to sleep. 
After she’s eighteen! 


Definition of the Week 


Bridegroom: A wolf who paid too 
much for his whistle.—-E. V. REYNER. 


(Concluded on Page 6. Column 4)? 
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It’s Cool 
Inside 


“YOUR AIR CONDITIONED 
CAB, Ma'am!" That's what 
the Shamrock hotel door- 
man is saying to Cherie 
Wolf of Houston as she 
inspects the cab she is 
to ride in. Air condition- 
ing outlets are in the 
rear where Miss Wolf is 


i 


pointing. 


Houston Gets First Air Conditioned Taxi 


HOUSTON, Texas—The Courteous 
Cab Co. of Houston recently put into 
service the city’s first air conditioned 
taxi. 

The cab is one of the first in the 
nation to be air conditioned, it is be- 
lieved. 

Al Duck, manager of Courteous 


Cab, said that the company fre- 
quently receives special calls for the 
taxi. The company has ordered six 
more cabs so equipped, he said. 

The words “Air Conditioned” have 
been painted on both rear fenders to 
advertise this feature. The car is a 
1953 Ford. 


O. A. Sutton Leases 
Plant In Wichita, Kan. 
For Motors, Defense 


WICHITA, Kan. — O. A. Sutton 
Corp. has leased the 75,000-sq. ft. 
Wichita plant of Skyline Corp. and 
will use it for manufacturing electric 
motors as well as filling defense con- 
tracts. 

Sutton will use its present plant 
here exclusively for the production of 
air conditioners and electric fans. This 
plant covers 165,000 sq. ft. 

The company will take possession 
of the leased plant on Sept. 1. Skyline, 
a manufacturer of agricultural ma- 
chinery, is moving its operation to 
Mansfield, Ohio. 


Airtemp Raises Prices on 
Packaged Conditioners 


DAYTON — Factory prices of 
Chrysler Airtemp’s “packaged” air 
conditioners will be increased ap- 
proximately 5%, J. E. Knoff, vice 
president and general sales manager 
announces. 

The increase will become effective 
Sept. 1. 

Knoff also reported that prices of 
all Airtemp’s heating products will 
be increased 744% at the same time. 
Airtemp manufactures a complete 
line of gas and oil-fired residential 
furnaces. 

The Airtemp spokesman said in- 
creases in basic steel costs, labor and 
suppliers prices made the price in- 
crease mandatory. 
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G-E Forms ‘Weathertron’ 
Dept. for Heat Pumps 


BLOOMFIELD, N. J.—A new name 
“Weathertron” and a new science 
“Weathertronics” will be used in 
describing General Electric’s heat 
pump and the company’s activities in 
the heat pump field, according to H. 
M. Brundage, general manager of the 
newly-christened Weathertron Dept. 

In announcing the new designation, 
Brundage predicted that units op- 
erating on the heat pump principle 
will be sold to users by the industry 
at a rate of $400 million a year by 
1962. 

The new name for the heat pump 
was selected by the G-E Air Condi- 
tioning Div. from 6,000 names sub- 
mitted by some 4,000 company em- 
ployes, G-E air conditioning distribu- 
tors and dealers and their families 
during the contest conducted this 
spring. 

The winning entry was submitted 
by Martin Pierce of Roseville, N. J., 
a sheet metal repair man in the com- 
pany’s Home Heating & Cooling Dept. 
here. He won a $250 prize. 

G-E introduced two Weathertrons 
last year, a 3-ton model and a 5-ton 
model, following nearly 20 years of 


(Concluded on “Page 4, Column 2) 


Van Scoyk Appointed 
To Frigidaire Eng. Post 


DAYTON—Howard E. Van Scoyk 
has been named assistant chief engi- 
neer of Frigidaire Div., General 
Motors Corp., in charge of household 


and commercial refrigeration and 
air conditioning, the company an- 
nounced. 


He succeeds J. L. Gibson, who was 
recently appointed chief engineer 
following the death of S. M. Schwel- 
ler. 

A graduate of General Motors In- 
stitute, Van Scoyk has been with 
Frigidaire for 25 years. He held a 
variety of engineering positions prior 
to 1940 when he became manager of 
the Frigidaire Process Specification 
Div. 

Two years later he was transferred 
to the Defense Engineering Div. Near 
the close of the war he was named 
assistant service manager, a position 
he held until 1951 when he was made 
assistant manager of direct factory 
sales. 


NFFLI Convention 
Set for Chicago 
Sept. 13 to 16 


ELIZABETHTOWN, Pa. — 
Iron Is Hot—Strike Now.” 

That is not only the slogan of 
European and Asian communists this 
month but also of the National 
Frozen Food Convention scheduled 
for the Hotel Morrison in Chicago 
Sept. 13 to 16. 

But in the case of the National 
Frozen Food Locker Institute, spon- 
sor of the convention, the theme 
refers to opportunities for added sales 
and profits—not to political upheaval. 

Robert L. Madeira, executive sec- 
retary of the NFFLI, said that the 
convention will not only feature talks 
and panels with emphasis on improv- 
ing sales techniques, but also a 
90-booth exhibit for which 61 manu- 
facturers have already signed up. Of 
these 61 firms and organizations, 20 
are manufacturers of home freezers 
and refrigerated equipment. 

Highlight of the exhibits will be a 
new feature—an ‘Avenue of Brands.” 
On this avenue will be concentrated 
many well-known brands of commer- 
cial frozen fruits, vegetables, con- 
centrates, sea foods, meats, and spe- 
cialties. 

The educational portion of the 
program will include “early bird” 
sessions for those who want advice on 
operational problems, panel discus- 
sions on “How to Buy Frozen Foods” 
and “A Food Plan for Every Locker 
Plant,” and addresses by William 
Blees, vice president of Avco Mfg. 
Corp., and John Fox, president of 
Minute Maid Corp. 

The first panel will include a 
packer, broker,’ distributor, and 
locker operator. The second will pre- 
sent ways that locker plants can take 
advantage of the freezer food plan 
technique to improve sales. 


(Concluded on Page 4, Column 2) 


Whirlpool Ups Price $10 
On 24-In. Deluxe Washer 


ST. JOSEPH, Mich.—-A retail price 
increase of $10 on the Whirlpool 


“The 


~24-in.-wide deluxe automatic washing 


machine has been announced by John 
M. Crouse, sales manager of Whirl- 
pool Corp. 

New price of the washer is $269.95. 
The model with “suds miser” attach- 
ment will retail for $20 more. Crouse 
said the price change was imperative 
due to increased material costs. 

The §8-lb.-capacity model is de- 
signed for use in small homes, apart- 
ments, or wherever space is limited. 


'53 All-Industry 
Show Lists 35 
New Exhibitors 


Visitors Urged To Get 


Hotel Reservations Soon; 
Assn. Headquarters Listed 


WASHINGTON, D. C.—Thirty-five 
firms that did not exhibit in the 1951 
All-Industry Refrigeration and Air 
Conditioning Exposition in Chicago 
have already signed up for space in 
the 1953 exposition in Cleveland, the 
Exposition management reported re- 
cently. 

W. A. Siegfried, general chairman 
of the show, also warned persons who 
expect to attend the bi-ennial affair 
from Nov. 9 to 12 to get their hotel 
reservations as soon as possible. 

All reservations for hotel accom- 
modations are being handled by the 
Cleveland Convention Bureau. Re- 
quests should be made in writing to 
Housing Bureau, 8th All-Industry Re- 
frigeration and Air Conditioning Ex- 
position, 511 Terminal Tower, Cleve- 
land. All requests for hotel reserva- 
tions will be promptly acknowledged 
and confirmed. 

Exhibitors and Air Conditioning 
and Refrigeration Institute members 
will headquarter at the Hollenden 
hotel. The Refrigeration Equipment 
Wholesalers Association will be at the 
Cleveland hotel, the Refrigeration 
Service Engineers Society at the 
Carter, the Refrigeration and Air 
Conditioning Contractors Association 
at the Carter, and the National Com- 
mercial Refrigerator Sales Associa- 
tion at the Statler. 

Of the 35 new exhibitors, one had 
displayed at the Atlantic City exposi- 
tion, and another had displayed at 
both Atlantic City and Cleveland. 
The exhibitors, their booth numbers, 
and the products they plan to exhibit 
are as follows: 


(Concluded on Back Page, Column 1) 


Worthington Elects 
Lawler Vice Pres. 


HARRISON, N. J. — Election of 
Matthew M. Lawler as vice president 
in charge of the Air Conditioning and 
Refrigeration Div. 
for the Worthing- 
ton Corp. was an- 
nounced _ recently 
by Hobart C. Ram- 
sey, president. 

Lawler joined 
Worthington in 
1936 and has served 
in the capacity of 
assistant vice pres- 
ident and manager 
of the Air Condi- 
tioning and Re- 
frigeration Sales 
Div. since September, 1950. 

“The appointment of Lawler to 
take full responsibility for our air 
conditioning operations is part of 
our program to expand very substan- 
tially in this field,”” Ramsey said. 

“We believe that air conditioning 
may in a few years give us a larger 


(Concluded on Page 4, Column 5) 


M. M. Lawler 


Cities Move To End 


Servicemen, Safety Group, 


Officials Seek Out Junkers 


DETROIT— Action to end the aban- 
doned refrigerator menace rolled for- 
ward on many fronts last week— 
both in talk and in deeds. 

In Yakima, Wash., the local chap- 
ter of the Refrigeration Service Engi- 
neers Society publicized an offer to 
remove all latches from old refrigera- 
tors free of charge. Owners of such 
units were advised to call any local 
service firm. 

In Alexandria, Va., a campaign to 
disarm the death traps has made 44 
boxes safe or impossible to enter. 
Twenty-two units were discovered in 
one apartment house basement. The 
owner wired them shut. 

In Kalamazoa, Mich., the local 
safety council has joined forces with 
the police department to seek out 
boxes abandoned where children can 


‘Concluded on Page 13, Column 4) 
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Death Trap Menace 


Detroit Asks Law To 
Require Inside Latches 


DETROIT—A suggested city ordi- 
nance to require refrigerators sold in 
the city to have safety latches or 
some other means of opening them 
from the inside got a cold reception 
from a group of refrigeration men 
called in by the city to discuss the 
proposition. 

Members of the industry group, 
selected as individuals and not as 
representatives of any companies or 
associations, pointed out that manu- 
facturers at the present time could 
not comply with such an ordinance 
and it would be at least two years 
before they could. 

They also noted that this would not 
solve the refrigerator death trap 
problem as no results could come of 
it for at least 10 years. It was further 
noted that there would be no way 
Column 4? 
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AIR CONDITIONING & REFRIGERATION NEWS, 


AUGUST 31, 1953 


H. F. Taggart To Head Committee 
To Study ‘Distribution Costs’ for FTC 


WASHINGTON, D. C.—In a move 
aimed at ending the “mystery and 
ignorance which surrounds distribu- 
tion costs,”’ Edward F. Howrey, chair- 
man of the Federal Trade Commis- 
sion, recently selected Prof. H. F. 
Taggart, assistant dean of the Uni- 
versity of Michigan’s School of Busi- 
ness Administration, as chairman of 
an advisory committee on cost justi- 
fication. 

Howrey said the “mystery” of dis- 
tribution costs is caused by failure to 
obtain general compliance with pro- 
visions of the Robinson-Patman Anti- 
Price Discrimination Act. 
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794 Union Street © Brooklyn 15, N. Y. 
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One of the committee’s objectives 
is to determine if the Federal Trade 
Commission could develop standards 
of proof and procedures for “costing” 
which it could adopt as guides to 
business enterprises. 

If this could be done, sellers who 
want to expedite determination of 
compliance with the Robinson-Pat- 
man Act could organize their cost re- 
cords accordingly, Howrey believes. 
Costs would then be kept in a form 
enabling firms to prepare data re- 
quired to show that price differences 
reflect no more than “due allowance” 
for cost differences. 

“Although it is recognized that no 
feasible cost accounting system can 
give instantaneous Robinson-Patman 
Act answer,” Howrey said, “there is 
no necessary conflict between better 
costs for FTC purposes and more 
useful costs for management.” 

Another function of the new com- 
mittee will be to advise the FTC on 
the part accounting should play in 
initiation and investigation of cases 
and on procedures relating to cost 
justification after a complaint has 
been issued. 

An authority on cost accounting, 
Prof. Taggart was chief cost ac- 
countant for the National Recovery 
Administration from 1933 to 1935, has 
been a consultant on distribution and 
other costs for the Department of 
Commerce, the Air Force, and the 
Economic Cooperation Administra- 


tion, and was OPA Director of Ac- 
counting during World War II. 


Perfection Introduces 
Room Air Conditioner Line 


CLEVELAND—At a series of two- 
day district sales meetings, Perfec- 
tion Stove Co. is introducing to its 
appliance and furnace salesmen and 
distributors complete new lines of 
room air conditioners, gas and elec- 
tric water heaters, gas horizontal 
furnaces, and Monterey-finish gas 
space heaters. 

As each district meeting is held, 
the district manager and his entire 
sales staff is present to see the new 
fall lines and to get details of Perfec- 
tion’s fall merchandising program. 
Also on hand are furnace sales per- 
sonnel. 

Representing the factory at the 
meetings are J. H. Rasmussen, vice 
president and director of sales; Leslie 
Bushfield, general sales manager; 
and A. B. MacLaren, furnace division 
sales manager. 


A. J. Hess To Address 
Evansville ASRE Sept. | 


EVANSVILLE, Ind.-—-A. J. Hess, a 
partner in the Los Angeles consulting 
refrigeration engineering firm of 
Hess, Greiner & Polland, will address 
the opening meeting of the local sec- 
tion of the American Society of Re- 
frigerating Engineers, to _ be held 
Tuesday night, Sept. 1, at the Servel 
picnic grounds. 

Hess, the first vice president of the 
ASRE, will talk on “What the ASRE 
Means to Each Individual Member,” 
it was announced. 
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Whatever the application, you'll find the right answer 
for finer performance in the all-inclusive, all-quali 


SUPERMETIC line. 


Servel offers you a choice of 32 standard SUPERMETIC models, 
air-cooled and water-cooled . . . in sizes from Ys H.P. 
through 3 H.P. Also capillary tube units in the most 
popular sizes (%, Ys, Vs and 2 H.P.), 
unequalled for compactness and cost-saving efficiency. 
And to further protect your profits, to safeguard 
hard-earned goodwill, Servel’s low-cost factory-extended 
warranty is available on all steel-case models. 

For super-value in widest variety, SUPERMETIC is your 
wisest choice! Write for the profitable proof . . . today. 
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‘TV Auction’ Will Give 
Customers Chance To 


Bid on Appliances 


HOUSTON, Texas — Scheduled to 
make its debut over KNUZ-TV in 
September, a new-type show called 
“Texas TV Auction” will give cus- 
tomers of participating stores an op- 
portunity to bid “TV Auction Bucks” 
on electrical appliances. 

Dave Morris, manager of the “soon 
to be on the air’ station, explained 
that each time a customer shops in 
a member store, she will receive TV 
Auction Bucks equal to the amount 
of the purchase. An electrical ap- 
pliance will be presented on the show 
and the customer may make a bid via 
a post card. Winners will then be 
presented on the broadcast. 

Morris said the new show will also 
be aired over radio station KNUZ. 


Cleveland Distributor Drops 
Norge, Will Add Others 


CLEVELAND —Refrigeration Sales 
Corp. here, distributor of Stromberg- 
Carlson television and Carrier air- 
conditioning in northern Ohio is dis- 
continuing the distribution of Norge 
appliances. 

Warren Farr, president of Refrig- 
eration Sales, says that the appliance 
division of his firm plans to continue 
its program of selective dealer fran- 
chising on the individual appliance 
lines they will represent. These lines 
will be announced at the 1954 Strom- 
berg-Carlson Television Dealer Show- 
ing here on August 25 and 26. 

Complete distributi ate 
cluding new office @n 
housing and distri 
livery trucks have 
added as part of this 
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NORTH CHICAGO 
Appliance Div. of 1 
Corp. announces the i 
Sunland Supply Co, 
Texas, as its distri 
ties in Texas and 
Carolinas Auto Sup 
Charlotte, N. C., as 
90 counties of “ 
Carolina. 

Both distributors ¥y 
complete Deepfreeze 
to B. G. Sanderson, 
manager of Deepfree 

Other major produe 
by Sunland include Ef 
sion and radio and 
equipment and vae 
Lawrence Salzman is 
William M. Shapiro is 


’ | of the company. 


STANDARD and CAPILLARY TUBE 
CONDENSING UNITS 
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THE NAME TO WATCH 
FOR GREAT ADVANCES 
IN REFRIGERATION AND 
AIR CONDITIONING 


Por Saag LE es 


Carolinas Auto Su) 
ries the Crosley line. \. 
gomery is president and Earl C. 
White, Sr., is vice president. 


~~ ome area 


Steinhardt Pushes Cooler 
For Hay Fever Sufferers 


ALBANY, N. Y.—Air conditioning 
for hay fever relief was promoted at 
the height of the hay fever season 
by J. M. Steinhardt Air Conditioning, 
Inc., here. 

The firm used a newspaper ad to 
launch its promotion, featuring the 
caption: “Doctors Recommend Air 
Conditioning For Hay Fever Relief. 
Air Conditioned Room 98.4% Pollen 
Free.” 

Said ad copy: “Tests made during 
the height of last year’s hay fever 
season by the Biological Laboratory 
of the New York State University 
College of Medicine proved that the 
average pollen count in an air condi- 
tioned room contained only 5% of the 
pollen in a non-air conditioned room 
and only 1.6% of the average out- 
door pollen count. 

“According to doctors making the 
test, the incidence of pollen outdoors 
was high enough to affect anyone 
who was at all susceptible. On the 
other hand, pollen counts in the air 
conditioned room were so low as to 
be negligible. It could be considered 
virtually pollen free.” 


Waxed Paper Cartons Help 
Sell ice Cube Makers 


KANSAS CITY, Mo. — To help 
close the sale of an ice cube maker, 
Nat Baraban, owner of the Nat Corp., 
Frigidaire commercial dealer here, 
gives the buyer 500 waxed paper 
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ucut 1ur une sinew York district. He 
served in the latter capacity until his 
retirement in 1946. 


upright 


‘idea 
quality 
| sales 


The door 
you will always 
enjoy opening — 
» cash in on the 
popular trend 
toward upright 
freezer with 
BARKOW COLD 
SHELF Home 


Freezers. 


No gimmicks — 
[uae No gadgets to go wrong 
— BARKOW has 
eliminated all the 
unnecessary freezer 
gadgets that cause 
customer trouble. 


Available in 20 and 25 cu. ft. 
Freon 22 Refrigerant 


_ home food freezer 


e. Some territories still available .. . 

= investigate the sensational BARKOW 
COLD SHELF Freezer line today, 

and the BARKOW RESIDENTIAL 

YEAR-ROUND CENTRAL AIR 

CONDITIONING UNITS. 


refrigeration div. Avg. G. Barkow Mfg. Co., Inc. 
2230 S. 43rd Street / Milwaukee, Wisconsin 
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FTC Claims Dealer In 
Rego Park, N.Y. Uses 
Misleading Advertising 


WASHINGTON, D. C. — A com- 
plaint issued recently by the Federal 
Trade Commission against Sunset 
Appliance Stores, Inc., Rego Park, 
N. Y., accuses the firm of using 
misleading radio advertising to pro- 
mote the sale of air conditioners and 
television sets. 

The complaint also named two of 
the firm’s officers, Joseph Rudnick, 
president and secretary, and Law- 
rence Sobol, vice president and treas- 
urer. Rudnick denied the charge. 

According to the complaint, the 
respondents, in their radio advertis- 
ing, have quoted unusually low prices 
on reconditioned air conditioners and 
TV sets with well-known brand 
names, and solicited telephone calls 
for free home demonstrations. 

This advertising, the FTC claimed, 
was not made in good faith but 
merely to obtain the names and ad- 
dresses of prospective purchasers so 
that salesmen could call on them. 

When making their calls, the re- 
spondents’ salesmen do not bring an 
air conditioner or TV set with them 
for demonstration, the complaint al- 
leged. It said the salesmen tell pros- 
pects the advertised merchandise is 
inferior and urge them to buy other 
higher-priced air conditioners and TV 
sets. 

In denying the charge, Rudnick 
said his firm has “sold hundreds and 
hundreds of appliances over the radio 


W. Palm Beach RseEs 
Installs New Officers 


W. PALM BEACH, Fla.—Members 
of the Refrigeration Service Engi- 
neers of W. Palm Beach recently in- 
stalled officers and voted to join the 
campaign of the group's national 
society to remove locks and doors 
from discarded refrigerators, as a 
means of protecting children. 

It was pointed out that annually 
there were numbers of children 
trapped in abandoned ice boxes and 
refrigerators which had been left 
with doors and locks on them. These 
can turn the hide-and-seek games of 
children into backyard tragedies, 
Society officials said in urging mem- 
bers to cooperate in the drive. 

J. D. Noll, Miami, 1st vice presi- 
dent of the National Society installed 
the following officers: 


L. W. Rickards, president; James 
Ball, first vice president; Ralph 
Crisly, secretary-treasurer; Ed Mac- 
Eachron, educational director, and 
Fred Von Soosten and Charles King, 
directors. 


VERTICAL... HORIZONTAL .. 
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AIR CONDITIONER PROTECTOR 


The Best Air Conditioner 


Cover on the market... 


@ Made for Rugged Weather 
—Storm-proofed. 

e Tailored to fit— Strong 
finished seams. 

e Adjusts to fit any air con- 
ditioner. 

@ Quickly installed. 

e@ Prevents cold draft 
through air conditioner. 
Here is the Air Conditioner Pro- 
tector that SELLS because it is 
styled better and made better to 
protect the large investment in 
expensive units. Write for com- 

plete information. 


TULSA CANVAS 
PRODUCTS CO., INC. 


1217 EAST 4TH ST. 
TULSA, OKLAHOMA 


ANSUL T-FLO DRIERS 


Southern Refrigeration 
Opens New Building 


ROANOKE, Va. — Formal opening 
of Southern Refrigeration Corp.'s 
impressive new building at 1627 
Shenandoah Ave., N.W. was held 
Aug. 28, reports William G. Andrews, 
president. 

The wholesale refrigeration and 
heating supply firm’s building was 
designed by Andrews himself. It has 
10,400 sq. ft. of floor space and mea- 
sures 80 ft. by 130 ft. with a 14-ft. 
ceiling. The structure was constructed 
so that a second floor can be added 
at a minimum cost. Shelves and store 
fixtures were designed and built in 
knotty pine by company personnel. 

Southerr. Refrigeration was or- 
ganized in February of 1947 as a 
wholesale refrigeration supply house. 
By 1949 the firm had expanded by 
occupying the entire building at the 
old location, 1850 S. Jefferson St., and 
had added a heating accessory de- 
partment. 

“By the end of 1951,”’ Andrews said, 
“it again became apparent that our 
7,500 sq. ft. of floor space was limit- 


ing us in our operation and the idea 
for the present new building was con- 
ceived.” 

The company serves the area of 
western Virginia, eastern Tennessee, 
and West Virginia. In addition to 
Andrews, other officers are Clifton 
Woodrum, Jr., vice president, and 
Marion L. Andrews, _ secretary- 
treasurer. 


Dearborn Stove Names 
Montgomery, Finn 


ERIE, Pa.-Appointment of two 
Odin men as regional managers for 
the combined product lines of Dear- 
born Stove and Odin Stove were an- 
nounced at a _ product integration 
and joint sales conference of the two 
firms here recently. 

Odin was purchased by Dearborn 
a short time ago. 

Lee Farrel Montgomery was named 
manager of region 6, which includes 
New York state, western and central 
Pennsylvania, Virginia, and West 
Virginia. His office will be in Erie. 

Eli A. Finn was appointed man- 
ager for region 9, covering New 
England, metropolitan New York 


%, 
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City, New Jersey, Maryland, Dela- 
ware, District of Columbia, and 
southeastern Pennsylvania. His of- 
fice will be in New York City. 


Installing Cooler Without 
Permit Costs Merchant $15 


TULSA, Okla.—Blaine Elliot, op- 
erator of a barbecue stand here, was 
fined $15 and costs in Municipal 
Court for installing a 10-ton air condi- 
tioning unit at his place of business 
without a city license to do the work. 

Refrigeration inspector W. E. Mor- 
ris said that he was cracking down 
on unauthorized installations as a 
protection to the public. 


Orley Freezer Production 
Now Highest In History 


DETROIT — Orley Corp., Detroit 
manufacturer of domestic and com- 
mercial food freezers, is again oper- 
ating on three shifts daily, accord- 
ing to George Orley, president. 

The around-the-clock production of 
both chest and upright freezers is 
now the highest in Orley history. 


.. WITH A ND R ! TE y THE HIGH-SPEED DESICCANT, 


PICK UP MOISTURE FASTER AND HOLD MORE MOISTURE THAN ANY OTHER REFRIGERANT DRIER 


tr. Jt 555 S5L, 


HOW DRY, HOW DRY, HOW DRY 


SHOULD A REFRIGERANT BE? 
... 80 dry that there can’t possibly be a 
chance of trouble from moisture. For 
instance, “Freon-12” should contain no 
more than a maximum of ten parts 
moisture per million parts refrigerant. 
Any more than that and “Freon-12” is 
dangerously wet. 

Below is a comparison of the drying ef- Ld 
fectiveness of Andrite and three other 

leading desiccants; showing how An- 


SE —  MO'sTURE REMOVED 
(C____] — MOISTURE REMAINING 


ANDRITE 


a 
drite removes moisture to four p.p.m. o 
e 
e 


etc a. ‘lle 
oesiccanT “A TY SI 1.4 et 1710 sie ore sol 


through Refrigeration Whole- 


salers exclusively. 
pesiccant “e* Si Se <>} 45 


DESICCANT “C” [ME T-) AR—————}=- 193 


The above tests were made on a refrigerating system charged with methy! 
chloride containing $00 P. P. M. of moisture 


hours at 140 F 


Each test ran for cighteen 


® Greatest Filtration. 


Will not channel. 
Will not break down. 


CHEMICALS, 


The new Ansul T-FLO Refrigerant Drier . .. with ANDRITE .. . has 
already established new high performance ratings for efficiency, capacity 
and rate of moisture pickup. It is easy to install and much easier to re- 
place than conventional types of driers. 

ANDRITE, the new High-Speed desiccant in ANSUL T-FLO DRIERS is 
in the form of uniformly-sized beads or spheres, It is the ONLY desiccant 
which provides ALL of the following advantages: 


e Dries even at high 


Least pressure drop. temperatures. 
Will not cake. @ Can be used with any 
Will not dust. refrigerant. 


@ Is non-corrosive. 
@ Removes acid. 


ANSUL 


Chemical Company 


REFRIGERATION DIVISION * MARINETTE, WISCONSIN 


MANUFACTURERS OF REFRIGERATION “PRODUCTS, INDUSTRIAL AND FINE 
LIQUEFIED GASES AND FIRE 


EXTINGUISHING EQUIPMENT 


‘ _ 
‘3 
‘cineca celia ileal Ta ee Ye a Ne 
ae a a ee De 
, v 
> 
: ae , es 
: a 
ee 
> 
- = 
a 
1 
| _ 
Ee 
aes 
ae 
— a —— a eames = 
id 
es 
= 4 7 
ae ener 5 Bn: 
= wee i: 
) 00 OF eemene 4 , 
| 
J 
| ee Cc =| 4 
, 
J | -* a) 
: * 
[enw 
stent ine |) at ° 
” 
” = 
Lan 
' 
® n 
ee ew | Fi 
: = , 
oy 
@ : 
<a 
oe sate eceans i 
Sonik | H | oe] ; 
ce! + My 
s 
, 
L. 
a 
° . ad 
| 
es 
—— Ano 
iT 
$$$ eee |] asees 4 
} * “ee 
t ' ; 
—=_ ibs ! 
—_—— —- se 
~ EGE ¥7) ee ee 
| ¢ ae 
a , ad an 
~ \ a 
P A b Lk | ae 
— 
] f ae 
j 4 See 
/}/ | eC Ky oo 
| ; 
| ><) ; 
3 | J 
DN ate” Oe \ 7 
4 ba: 
| es 
| ee | | y 
Po eS 
. ies hal 
| eee ! ee = 
{ ——— Beate 
i ae 
a= ‘ eo : a - , ; has eet =e ee = +s} Rp ee  % ee ee ne) 7 7s ! ee wane 
ee =, 7 — - |} z 2 : . - *% % i les : Aer a $4 eg, <a Akad Lyre ara < iF ye Beery, of 
oe , wt Pid a . ml aldeill iae.. ininieelk ae eee aes ee Lay whe eee ltaits-< DRS aes a a ls es. de Wd i Se ee ee a TS Ras » Ee ds ck ls Dae ack Fide? (2 lait. 2 es Sea 
fe ae ill Se 2k) oe Ge oe Eee ee. Les eee ee eS eee ee kz Tio, oe ke Set er a tie ae ae) Se Re a eee Pah Sod: 2 CP GG Pat he ae a ee YAS Ie ee Toe 
; ee gia ee oC aas ihe oo! - ye ee es : as ‘ at ee eee + sera T ™ Pate ao. py ge ek es ay Ie PO See Ie He we Misgtet) @ TEA Ors Pe FANT PR eu eri he eee Ne FL. 
Sie et pees MSs or oA ica Ue eee Ae he ee are ay ; oi ee Foe se ee ge re Sy ge a ers he iis Bee SE toe RE Pe IGE goa ON dy toe ees hs ee of Ota ae Bee Eee ee he aba ik eee cane 
er we e ee weet ‘ei J gees ais cee r ; ‘ies leiectty PUN ett a dhad > Boks ir ae e Dg = Dig SON Spree Sa § of Sts ey | 2 he ee Bek Grid. 4 Tok Ae Bee he ; Cae gee te ae ; Tit ow z Si amin As ieee i 
= -75 es : oe fy Fa Se te re 5 DA Ee OE sk! Bake | - 22 lamin age oo a ee ae | hea a eae ee = ery ai iaeeee eS ~ 43 oe .? oe = ee iat ee er Gat Soe SE ge oT AY eb ee ote Sain riteeey we es eee OD vd 
ee Reilehch ch ik oR ba tae eon) te oe eee a EE oe Mee ee ve oo eee hae as sae Di ee re to dar eee Coe an eee 9 So ee ak eh py 4 IRS ie pete Poe er hs AS Be pea et ser Aes ee Mere o bi Aindiececdliamons: 
tao aN ee Pee See ae ee eee ek a i ee oP ae 2 Oe re ee! er Oe ee Oe Pe fee Re Oe eT A ge ey Er CR ae ene See Me RS Pe aes eee Pe eee fe ey en ee ere ey ek ee eee ae ele re pees 1 ed eee cee 


2 


WASHINGTON, D. C.—In a move 
aimed at ending the “mystery and 
ignorance which surrounds distribu- 
tion costs,”’ Edward F.. Howrey, chair- 
man of the Federal Trade Commis- 
sion, recently selected Prof. H. F. 
Taggart, assistant dean of the Uni- 
versity of Michigan’s School of Busi- 
ness Administration, as chairman of 
an advisory committee on cost justi- 
fication. 

Howrey said the “mystery” of dis- 
tribution costs is caused by failure to 
obtain general compliance with pro- 
visions of the Robinson-Patman Anti- 
Price Discrimination Act. 


YEAR-ROUND 


Air Conditioning 


with One Central Unit 
TYPHOON 


MODEL S-W 


ONLY 


Heating - Cooling Unit 
ONE-BUTTON CONTROL 


TypHoon Air Conpitionine Co., Inc. 
794 Union Street © Brooklyn 15, N. Y. 
Specialists in air conditioning since 1909 
. * 


ee Rie eee’ 
to Complete Satisfaction 
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: ® FOR STORE COOLERS * FOR FLORIST REFRIGERATORS 


* FOR VENDING MACHINES 


SUPERMETIC line. 


MODEL SM-75 
% H.P. Standard 
“ih Electric Condensing a 


* 


. ee. hoe 


_& FOR WINDOW AIR CONDITIONERS %* FOR MILK COO 
He FOR REACH-IN REFRIGERATORS %& FOR HOME FREEZER: 
| FOR MEAT DISPLAY CASES %* FOR COUNTER FRERZERS. 


oo FOR ICE CREAM CABINETS %* FOR SODA FOUNTAINS 


_% FOR VEGETABLE DISPLAY CASES %* FOR WATER COOLERS 


%& FOR CANDY DISPLAY CASES %* FOR BEVERAGE COOLERS — 


Servel offers you a choice of 32 standard SUPERMETIC models, 
air-cooled and water-cooled . . . in sizes from “ H.P. 
through 3 H.P. Also capillary tube units in the most 
popular sizes (%s, Ys, Ys and V2 H.P.), 
unequalled for compactness and cost-saving efficiency. 
And to further protect your profits, to safeguard 
hard-earned goodwill, Servel’s low-cost factory-extended 
warranty is available on all steel-case models. 

For super-value in widest variety, SUPERMETIC is your 
wisest choice! Write for the profitable proof . . . today. 


SERVEL, INC. 


Electric Refrigeration Division 
Evansville 20, Indiana 
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H. F. Taggart Ts Heed Conniites 
To Study ‘Distribution Costs’ for FTC 


One of the committee’s objectives 
is to determine if the Federal Trade 
Commission could develop standards 
of proof and procedures for “costing” 
which it could adopt as guides to 
business enterprises. 

If this could be done, sellers who 
want to expedite determination of 
compliance with the Robinson-Pat- 
man Act could organize their cost re- 
cords accordingly, Howrey believes. 
Costs would then be kept in a form 
enabling firms to prepare data re- 
quired to show that price differences 
reflect no more than “due allowance” 
for cost differences. 

“Although it is recognized that no 
feasible cost accounting system can 
give instantaneous Robinson-Patman 
Act answer,” Howrey said, ‘there is 
no necessary conflict between better 
costs for FTC purposes and more 
useful costs for management.” 

Another function of the new com- 
mittee will be to advise the FTC on 
the part accounting should play in 
initiation and investigation of cases 
and on procedures relating to cost 
justification after a complaint has 
been issued. 

An authority on cost accounting, 
Prof. Taggart was chief cost ac- 
countant for the National Recovery 
Administration from 1933 to 1935, has 
been a consultant on distribution and 
other costs for the Department of 
Commerce, the Air Force, and the 
Economic Cooperation Administra- 
tion, and was OPA Director of Ac- 
counting during World War II. 


Perfection Introduces 
Room Air Conditioner Line 


CLEVELAND—At a series of two- 
day district sales meetings, Perfec- 
tion Stove Co. is introducing to its 
appliance and furnace salesmen and 
distributors complete new lines of 
room air conditioners, gas and elec- 
tric water heaters, gas horizontal 
furnaces, and Monterey-finish gas 
space heaters. 

As each district meeting is held, 


.the district manager and his entire 


sales staff is present to see the new 
fall lines and to get details of Perfec- 
tion’s fall merchandising program. 
Also on hand are furnace sales per- 
sonnel. 

Representing the factory at the 
meetings are J. H. Rasmussen, vice 
president and director of sales; Leslie 
Bushfield, general sales manager; 
and A. B. MacLaren, furnace division 
sales manager. 


A. J. Hess To Address 
Evansville ASRE Sept. 1 


EVANSVILLE, Ind.--A. J. Hess, a 
partner in the Los Angeles consulting 
refrigeration engineering firm of 
Hess, Greiner & Polland, will address 
the opening meeting of the local sec- 
tion of the American Society of Re- 
frigerating Engineers, to be held 
Tuesday night, Sept. 1, at the Servel 
picnic grounds. 

Hess, the first vice president of the 
ASRE, will talk on “What the ASRE 
Means to Each Individual Member,” 
it was announced. 
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© FOR FROZEN FOOD DISPLAYS %* FOR WALK-IN rons, 


SUPERMETIC 


SUPERMETIC MODEL CM-32 


VY, H.P. Capillary Tube 
Electric Condensing Unit 


Ps dia ie: 


STANDARD and CAPILLARY TUBE 
CONDENSING UNITS 


Whatever the application, you'll find the right answer 
for finer performance in the all-inclusive, all- 
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THE NAME TO WATCH 
FOR GREAT ADVANCES 
IN REFRIGERATION AND 
AIR CONDITIONING 
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‘TV Auction’ Will Give 
Customers Chance To 


Bid on Appliances 


HOUSTON, Texas — Scheduled to 
make its debut over KNUZ-TV in 
September, a new-type show called 
“Texas TV Auction” will give cus- 
tomers of participating stores an op- 
portunity to bid “TV Auction Bucks” 
on electrical appliances. 

Dave Morris, manager of the “soon 
to be on the air” station, explained 
that each time a customer shops in 
a member store, she will receive TV 
Auction Bucks equal to the amount 
of the purchase. An electrical ap- 
pliance will be presented on the show 
and the customer may make a bid via 
a post card. Winners will then be 
presented on the broadcast. 

Morris said the new show will also 
be aired over radio station KNUZ. 


Cleveland Distributor Drops 
Norge, Will Add Others 


CLEVELAND—Refrigeration Sales 
Corp. here, distributor of Stromberg- 
Carlson television and Carrier air- 
conditioning in northern Ohio is dis- 
continuing the distribution of Norge 
appliances. 

Warren Farr, president of Refrig- 
eration Sales, says that the appliance 
division of his firm plans to continue 
its program of selective dealer fran- 
chising on the individual appliance 
lines they will represent. These lines 
will be announced at the 1954 Strom- 
berg-Carlson Television Dealer Show- 
ing here on August 25 and 26. 

Complete distribution facilities in- 
cluding new office and display, ware- 
housing and distributor owned de- 
livery trucks have recently been 
added as part of this program. 


El Paso, Charlotte Firms 
Appointed by Deepfreeze 


NORTH CHICAGO — Deepfreeze 
Appliance Div. of Motor Products 
Corp. announces the appointments of 
Sunland Supply Co., Inc., El Paso, 
Texas, as its distributor in 19 coun- 
ties in Texas and New Mexico, and 
Carolinas Auto Supply House, Inc., 
Charlotte, N. C., as its distributor in 
90 counties of North and South 
Carolina. 

Both distributors will handle the 
complete Deepfreeze line, according 
to B. G. Sanderson, general sales 
manager of Deepfreeze. 

Other major product lines handled 
by Sunland include Emerson televi- 
sion and radio and Apex laundry 
equipment and vacuum cleaners. 
Lawrence Salzman is president and 
William M. Shapiro is vice president 
of the company. 

Carolinas Auto Supply also car- 
ries the Crosley line. Wade A. Mont- 
gomery is president and Earl C. 
White, Sr., is vice president. 


Steinhardt Pushes Cooler 
For Hay Fever Sufferers 


ALBANY, N. Y.—Air conditioning 
for hay fever relief was promoted at 
the height of the hay fever season 
by J. M. Steinhardt Air Conditioning, 
Inc., here. 

The firm used a newspaper ad to 
launch its promotion, featuring the 
caption: “Doctors Recommend Air 
Conditioning For Hay Fever Relief. 
Air Conditioned Room 98.4% Pollen 
Free.” 

Said ad copy: “Tests made during 
the height of last year’s hay fever 
season by the Biological Laboratory 
of the New York State University 
College of Medicine proved that the 
average pollen count in an air condi- 
tioned room contained only 5% of the 
pollen in a non-air conditioned room 
and only 1.6% of the average out- 
door pollen count. 

“According to doctors making the 
test, the incidence of pollen outdoors 
was high enough to affect anyone 
who was at all susceptible. On the 
other hand, pollen counts in the air 
conditioned room were so low as to 
be negligible. It could be considered 
virtually pollen free.” 


Waxed Paper Cartons Help 
Sell Ice Cube Makers 


KANSAS CITY, Mo. — To help 
close the sale of an ice cube maker, 
Nat Baraban, owner of the Nat Corp., 
Frigidaire commercial dealer here, 
gives the buyer 500 waxed paper 
eartons that hold about 2 Ibs. of 
cubes (200 cubelets or 50 cubes). 

He explains that if the user sells 
10 cartons a day at 10 cents per 
carton, the ice cube maker will pay 
for itself within three years with 
only 10% of its cube capacity. 

The waxed paper cartons. cost 
Baraban about three cents each. In 
five weeks they led to the sale of 
nine ice cube makers. 


Thomas, Former Official 
Of G-E Supply, Dies at 78 


BRONXVILLE, N. Y. — Funeral 
services were held recently for Harry 
F. Thomas, 78, a former vice presi- 
dent for the New York district of 
General Electric Supply Co., who died 
in Lawrence hospital here after an 
illness of three weeks. 

Thomas joined General Electric Co. 
in Schenectady as an auditor. Later 
he served as treasurer of company 
branches in Ft. Wayne, Ind., and St. 
Paul, Minn. 

In 1929 he became commercial vice 
president of General Electric Supply 
for the Chicago district, and in 1931 
was appointed commercial vice presi- 
dent for the New York district. He 
served in the latter capacity until his 


“idea 
quality 
sales 


The door 
' you will always 
enjoy opening — 
» cash in on the 
popular trend 
toward upright 
freezer with 
BARKOW COLD 
SHELF Home 


Freezers. 


No gimmicks — 
No gadgets to go wrong 
— BARKOW has 
eliminated all the 
unnecessary freezer 
gadgets that cause 
customer trouble. 


Available in 20 and 25 cu. ft. 
Freon 22 Refrigerant 


home food freezer 


Some territories still available . . . 
investigate the sensational BARKOW 
COLD SHELF Freezer line today, 
and the BARKOW RESIDENTIAL 
YEAR-ROUND CENTRAL AIR 
CONDITIONING UNITS. 


refrigeration div. Aug. G. Barkow Mfg. Co., Inc. 
2230 S. 43rd Street / Milwoukee, Wisconsin 
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FTC Claims Dealer In 
Rego Park, N.Y. Uses 
Misleading Advertising 


WASHINGTON, D. C. — A com- 
plaint issued recently by the Federal 
Trade Commission against Sunset 
Appliance Stores, Inc., Rego Park, 
N. Y., accuses the firm of using 
misleading radio advertising to pro- 
mote the sale of air conditioners and 
television sets. 

The complaint also named two of 
the firm’s officers, Joseph Rudnick, 
president and secretary, and Law- 
rence Sobol, vice president and treas- 
urer. Rudnick denied the charge. 

According to the complaint, the 
respondents, in their radio advertis- 
ing, have quoted unusually low prices 
on reconditioned air conditioners and 
TV sets with well-known brand 
names, and solicited telephone calls 
for free home demonstrations. 

This advertising, the FTC claimed, 
was not made in good faith but 
merely to obtain the names and ad- 
dresses of prospective purchasers so 
that salesmen could call on them. 

When making their calls, the re- 
spondents’ salesmen do not bring an 
air conditioner or TV set with them 
for demonstration, the complaint al- 
leged. It said the salesmen tell pros- 
pects the advertised merchandise is 
inferior and urge them to buy other 
higher-priced air conditioners and TV 
sets. 

In denying the charge, Rudnick 
said his firm has “sold hundreds and 
hundreds of appliances over the radio 
and everything we have sold was 
what we advertised on the air.’’ He 
claimed he could produce “hundreds 
of sales slips which prove that the 
merchandise we advertised was the 
merchandise we sold.” 

Rudnick said it has been “a com- 
mon practice of the whole trade” to 
use radio commercials similar to the 
type cited by the FTC. He added: “I 
feel it is unfair for the FTC to single 
us out and not lodge a complaint 
against the entire industry.” 

A hearing of the case is scheduled 
for Oct. 6 in New York before Hear- 
ing Examiner Abner E. Lipscomb. 


More Cooling Set for 
Florida State Workers 


TALLAHASSEE, Fla.—The State 
cabinet moved to air condition nearly 
all of the state capitol building offices 
not already equipped. 

It conditionally authorized a con- 
tract for about $20,000 to install ducts 
and electrical controls for cooling 
offices of the state comptroller, school 
superintendent, and state treasurer. 
Machinery is already operating in the 
building, providing partial air condi- 
tioning. 


AIR CONDITIONER PROTECTOR 


The Best Air Conditioner 


Cover on the market... 


e@ Made for Rugged Weather 
—Storm-proofed. 

e Tailored to fit— Strong 
finished seams. 

e Adjusts to fit any air con- 
ditioner. 

e@ Quickly installed. 

e@ Prevents cold draft 
through air conditioner. 
Here is the Air Conditioner Pro- 
tector that SELLS because it is 
styled better and made better to 
protect the large investment in 
expensive units. Write for com- 

plete information. 


TULSA CANVAS 
PRODUCTS CO., INC. 


1217 EAST 4TH ST. 
TULSA, OKLAHOMA 


W. Palm Beach Rseés 
Installs New Officers 


W. PALM BEACH, Fla.—Members 
of the Refrigeration Service Engi- 
neers of W. Palm Beach recently in- 
stalled officers and voted to join the 
campaign of the group’s national 
society to remove locks and doors 
from discarded refrigerators, as a 
means of protecting children. 

It was pointed out that annually 
there were numbers of children 
trapped in abandoned ice boxes and 
refrigerators which had been left 
with doors and locks on them. These 
can turn the hide-and-seek games of 
children into backyard tragedies, 
Society officials said in urging mem- 
bers to cooperate in the drive. 

J. D. Noll, Miami, 1st vice presi- 
dent of the National Society installed 
the following officers: 


L. W. Rickards, president; James 
Ball, first vice president; Ralph 
Crisly, secretary-treasurer; Ed Mac- 
Eachron, educational director, and 
Fred Von Soosten and Charles King, 
directors. 


e - 


VERTICAL ..HORIZONTAL.. 


Southern Refrigeration 
Opens New Building 


ROANOKE, Va. -— Formal opening 
of Southern Refrigeration Corp.'s 
impressive new building at 1627 
Shenandoah Ave. N.W. was held 
Aug. 28, reports William G. Andrews, 
president. 

The wholesale refrigeration and 
heating supply firm’s building was 
designed by Andrews himself. It has 
10,400 sq. ft. of floor space and mea- 
sures 80 ft. by 130 ft. with a 14-ft. 
ceiling. The structure was constructed 
so that a second floor can be added 
at a minimum cost. Shelves and store 
fixtures were designed and built in 
knotty pine by company personnel. 

Southern Refrigeration was or- 
ganized in February of 1947 as a 
wholesale refrigeration supply house. 
By 1949 the firm had expanded by 
occupying the entire building at the 
old location, 1850 S. Jefferson St., and 
had added a heating accessory de- 
partment. 

“By the end of 1951,’’ Andrews said, 
“it again became apparent that our 


7,500 sq. ft. of floor space was limit- 


ing us in our operation and the idea 
for the present new building was con- 
ceived.” 

The company serves the area of 
western Virginia, eastern Tennessee, 
and West Virginia. In addition to 
Andrews, other officers are Clifton 
Woodrum, Jr., vice president, and 
Marion L. Andrews,  secretary- 
treasurer. 


Dearborn Stove Names 
Montgomery, Finn 


ERIE, Pa.—Appointment of two 
Odin men as regional managers for 
the combined product lines of Dear- 
born Stove and Odin Stove were an- 
nounced at a _ product integration 
and joint sales conference of the two 
firms here recently. 

Odin was purchased by Dearborn 
a short time ago. 

Lee Farrel Montgomery was named 
manager of region 6, which includes 
New York state, western and central 
Pennsylvania, Virginia, and West 
Virginia. His office will be in Erie. 

Eli A. Finn was appointed man- 
ager for region 9, covering New 
England, metropolitan New York 


City, New Jersey, Maryland, Dela- 
ware, District of Columbia, and 
southeastern Pennsylvania. His of- 
fice will be in New York City. 


Installing Cooler Without 
Permit Costs Merchant $15 


TULSA, Okla.—Blaine Elliot, op- 
erator of a barbecue stand here, was 
fined $15 and costs in Municipal 
Court for installing a 10-ton air condi- 
tioning unit at his place of business 
without a city license to do the work. 

Refrigeration inspector W. E. Mor- 
ris said that he was cracking down 
on unauthorized installations as a 
protection to the public. 


Orley Freezer Production 
Now Highest In History 


DETROIT — Orley Corp., Detroit 
manufacturer of domestic and com- 
mercial food freezers, is again oper- 
ating on three shifts daily, accord- 
ing to George Orley, president. 

The around-the-clock production of 
both chest and upright freezers is 
now the highest in Orley history. 


A N S U L T-F L O D RI E RS | -. WITH A ND R ‘ TE 7 THE HIGH-SPEED DESICCANT, 


PICK UP MOISTURE FASTER AND HOLD MORE MOISTURE THAN ANY OTHER REFRIGERANT DRIER 
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HOW DRY, HOW DRY, HOW DRY 


SHOULD A REFRIGERANT BE? 
... 80 dry that there can’t possibly be a 
chance of trouble from moisture. For 
instance, “Freon-12” should contain no 
more than a maximum of ten parts 
moisture per million parts refrigerant. 
Any more than that and “Freon-12” is e 
dangerously wet. 

Below is a comparison of the drying ef- . 
fectiveness of Andrite and three other 

leading desiccants; showing how An- 
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The above tests were made on a refrigerating system charged with methy! 
chloride containing 500 P. P. M. of moisture 
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Greatest Filtration. 


Will not channel. 
Will not break down. 


) 
«© | 


The new Ansul T-FLO Refrigerant Drier ... with ANDRITE ... has 
already established new high performance ratings for efficiency, capacity 
and rate of moisture pickup. It is easy to install and much easier to re- 
place than conventional types of driers. 

ANDRITE, the new High-Speed desiccant in ANSUL T-FLO DRIERS is 
in the form of uniformly-sized beads or spheres, It is the ONLY desiccant 
which provides ALL of the following advantages: 


e Dries even at high 


Least pressure drop. temperatures. 
Will not cake. e Can be used with any 
Will not dust. refrigerant. 


@ Is non-corrosive. 
@ Removes acid. 


ANSUL 


Cfemteal Company 


REFRIGERATION DIVISION * MARINETTE, WISCONSIN 


LIQUEFIED GASES AND 


73 a 


5.5 


FIRE 


Fs ate i aT oe ae. ee ee 
PR, ST ET eS ere ee” Pe ee 
i. Ba tag” : Ce V4 : ean 


MANUFACTURERS OF REFRIGERATION “PRODUCTS, INDUSTRIAL AND FINE 
CHEMICALS, 


EXTINGUISHING EQUIPMENT 
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REFRIGERATION 
At Its Best! 


WITH 


DOLE 
VACUUM 
COLD 
PLATES 


The intensely cold DOLE 
VACUUM COLD 
PLATES, installed in 
overhead banks, keep frozen 
foods at proper temperature 
until time of delivery, thus 
insuring retention of quality 
and flavor. In addition, the 
natural air circulation cre- 
ated by DOLE VACUUM 
COLD PLATES _ste- 
duces dehydration and in- 
creases operator comfort. 
DOLE VACUUM COLD 
PLATES are available 
in various sizes to fit any 
cold storage room. 


WHERE UNIFORM 
CONTROLLED TEMPERATURE 
IS REQUIRED 


SPECIFY 
DOLE VACUUM « 
COLD PLATES 


WRITE FOR CATALOG AE 


DOLE REFRIGERATING COMPANY 


= 


5920 NORTH PULASKI ROAD 
CHICAGO 30, ILLINOIS 


Es 103 Park Avenue, New York 


In Canada: Dole Refrigerating Products, Ltd. 
44 Elgin Street, Brantford, Ontario 


Maximum Refrigeration Efficiency 


DOL 


THE LINE 


| Avco, 


| Machine Co., 


Nerul Program -- 


(Concluded from Page 1, Column 4) 


Other convention features include 
another running of the “National 
Ham Show” where ham entrants will 
be judged by a panel of five experts. 
A frozen food theater will exhibit 
three-hours of educational and enter- 
taining sound films on a variety of 
subjects. 

A ladies program, an evening of 
entertainment including the annual 
banquet and tickets to a Don Mc- 
Neill’s Breakfast Club _ broadcast 
will provide relaxation for conven- 
tioneers. A 1953 Chevrolet will be 
given away to some lucky visitor in 
the exhibit hall. 

The list of exhibitors as of Aug. 1 
is as follows: 

Interstate Folding Box Co., Crosley Div. 
Bendix Home Appliances, Griffith 
Laboratories, Inc., Yorkville Paper Co., 
Sub-Zero Freezer Co., Inc., Lift Products, 
Inc., Howard Mfg., Co. 

Jordon Refrigerator Co., Republic Mold- 
ing Corp., Koch Supplies, Frozen Food 
Center, Norge Div., Industrial Tape Corp., 
Admiral Corp., Enrichment Products, 
Morton Salt Co., Cincinnati Butchers 
Supply Co. 

Pickwick Co., Marion Glass 
Crown Cork Specialty Corp., U. 
Marathon Corp., Midwest 
Metal Stamping Co., Mehl Mfg. Co., West- 
inghouse Electric Corp.. C. Schmidt Co., 
Cochran Foil Products Co. 

Gibson Refrigerator Co., B. Heller & Co., 
Mystik Adhesive Products, National Tur- 
key Federation, Sealright, Inc., Nash- 
Kelvinator Corp., Dewey & Almy Chemical 


Mfg. Co., 
S. Slicing 


Co., Darling & Co., United Refrigerator 
Co., Kalamazoo Vegetable Parchment Co., 
Container Corp. of America. 

Deepfreeze Appliance Div., Reynolds 
Metals Co., The Kemper-Thomas Co., U. 
S. Dept. of Fisheries, The Dupps Co., 

| Phileco Corp., Kordite Corp., D. R. Card, 
Rogers Plastic Corp., St. Regis Sales 
Corp. 

International Harvester, Aluminum 

Cooking Utensil Co., Victor Products 


Corp., Freezer Queen Products Co., Fogel- 
Freeze, Saye Food Locker, Como Plastics, 
Inc., Ben-Hur Mfg. Co., Cube Steak 
Machine Co., Plastray Corp., John Sex- 
ton & Co., Hotpoint, Ine. 


G-E “Weathertron’ - - 


(Concluded from Page 1, Column 3) 


research in the field. 

Brundage said all aspects of the 
application, techniques, sales ap- 
proach, and basic engineering of the 
Weathertron will be known as 
Weathertronics. 

The Heat Pump Institute, a train- 
ing program in heat pump application 
and sales sponsored by G-E here for 
the company, distributor, and dealer 
sales and installation forces and for 
electric utility personnel, will hence- 
forth be known as the ‘Weather- 
tronics Institute.” 

Brundage said G-E will use the 
terms Weathertron and Weather- 
tronics in all advertising and sales 
promotion beginning immediately. 


July Plant Washer Sales 
Up 10% from Year Ago 


CHICAGO--July factory sales of 
standard household washers declined 
25% from June but were 10% higher 
than in July of 1952, according to 
the American Home Laundry Manu- 
facturers’ Association. 

Sales of July totaled 228,268, com- 
pared with 304,086 in the previous 
month and 207,593 a year ago. 

Factory sales of automatic tumbler 
washers during July decreased 1.7% 
from July, 1952, and ironer sales 
were ved 6%. 


SLSBIOR 


Get your share of the 
Latin American 
Market 


Deliver your message in your 
J . 
customer's language. Let trained, 


experienced Latin American 
writers: 
Convert your existing films. 


Prepare your Sales Literature, 


Instruction Books, Catalogs, 
Advertising Copy in clear, 
forceful Spanish. Complete 


Service from Writing to Print- 
ing. 


Call or write: 


The EXPORTER’S 
SPANISH 
WRITING 
SERVICE 


| 16875 Chatham, Detroit 19, Mich. 


KEnwood 48310 j 


MS .. 
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Westinghouse Workers 
To Get Boosts In Pay 


PITTSBURGH— Westinghouse Elec- 
tric Corp. has announced the signing 
of agreements with the International 
Union of Electrical Workers, CIO, 
and the International Brotherhood of 
Electrical Workers, AFL, that provide 
for wage and salary increases retro- 
active to July 1. 

The agreement with the IUVUEW, 
which also calls for higher pensions, 
affects about 50,000 employes. That 
with the IBEW affects approximately 
1,900 employes covered by the union's 
national contract. An additional 4,800 
employes represented by IBEW are 
covered by locally negotiated con- 
tracts. 

The agreements increase wages 3 
to 11 cents an hour. The 3 cent in- 
crease goes to employes earning 
below $1.21 an hour. Employes earn- 
ing $1.21 and over receive boosts of 
from 4 to 11 cents an hour. 

Under the Westinghouse - IUEW 
contract, clerical salaried employes 
represented by the unions are to get 
pay increases ranging from $5.20 to 
$19 a month. 

The wage increases will bring to 
$2.07 hourly the average straight- 
time earnings of both production 
workers and salaried employes, ac- 
cording to the union. 

A union spokesman said the new 
agreement will increase pensions as 
much as $23 a month. He said that 
as a result of the improved pension 
clause, pensions plus Social Security 
payments would average $125 a 
month. 

According to the company, the new 
clause means that an income of at 
least $133 a month would be provided 
for an employe who retired when 65 
after 30 years of continuous service 
and who received maximum Social 
Security benefits. 

Westinghouse said that under the 
revised plan, the employe would re- 
ceive at least $1.60 a month for each 
year of continuous service up to 30 
years, plus Social Security. It ex- 
plained that this $48 a month com- 
pany pension, plus the present $85 a 
month maximum Social Security 


benefit, would provide the $133 a 
month. 
Clerical salaried employes _rep- 


resented by the IBEW receive salary 
increases beginning at $5 a ‘month for 
those earning up to and including 
$210 monthly. Larger increases are 
granted up the salary scale to a 
maximum raise of $18.60 a month or 
4%2%, whichever is greater. Adminis- 
trative and professional salaried em- 
ployes (classified by the company as 
“exempt” under the Fair Labor 
Standards Act) are granted a 5% in- 
crease. 

By this agreement the national 
contract is extended to July 1, 1954, 
and the existing social insurance 
agreements are extended to July 1, 
1956. 

Westinghouse previously reached 
agreement on a wage and salary in- 
crease and contract extension with 
the independent UE and the Federa- 
tion of Westinghouse Independent 
Salaried Unions. 


Sears Names N. P. Scott 
Group Merchandise Mer. 


CHICAGO—-Sears, Roebuck & Co. 
has announced the appointment of 
N. P. Scott as group merchandise 
manager in charge of refrigerators, 
freezers, and home laundry equip- 
ment for the 21 Sears retail stores in 
Chicago. 

Scott was formerly appliance mer- 


in Flint, Mich. He succeeds the late 
John H. Dime. 


You'll really bring home the bacon. . . 


FA 


chandise manager for the Sears store | 


A super “MARKET” for you.. i 


Detroit Seeks To End Death Traps-- 


(Concluded from Page 1, Colwmn 5) 


of knowing if a child could operate 
the latch or if it would still be opera- 
tive at the time needed. 

After considerable discussion, the 
group recommended to the common 
council that action be postponed until 
a report recommending a course of 
action could be received from a na- 
tional industry group that had studied 
the problem 


ORDINANCES NOT YET 
DRAFTED 


A companion ordinance, that would 
require the removal of latches, latch 
strikes, or doors on abandoned refrig- 
erators or the sealing of the box in 
some manner, won the group’s ap- 
proval, 

Neither suggested ordinance has 
been drafted yet. This meeting was 
just to get the ideas of men in the 
industry to give the corporation 
counsel a basis for action. 

The meeting was called and chair- 
maned by Frank Drogosch, chief 
safety engineer for the city. It was 
attended by Joseph P. Wolff, commis- 
sioner of the Department of Buildings 
and Safety Engineering; Jim Mitchell 
and George Leaker of the J. L. Hud- 
son Co., local department store; Paul 
Lawrenz, Kelvinator Div. engineer; 
George Johnston, Johnston Refrigera- 
tion Construction Co., contractor, dis- 
tributor, and service organization; 
and Carl Brooks and George Poggen 
of Frigidaire Div., General Motors 
Corp. 

Discussing the proposal to require 
safety latches, Carl Brooks pointed 
out to Commissioner Wolff that no 
satisfactory safety latch for domestic 
refrigerators has yet been developed. 


HOW CAN MFRS. COMPLY? 


“Manufacturers don’t quarrel with 
this bill,’’ he said, ‘‘but how can it be 
complied with in any given length 
of time?” 

Lawrenz said, “If you passed such 
an ordinance today, there wouldn’t be 
a refrigerator sold in the city tomor- 
row. It would take at least two years 
to get one on the market. 

“You can't force design by legisla- 
tion,” he asserted. “You won't get 
the best ideas that way. They have to 
come spontaneously.” 

Brooks pointed out that a bill has 
been introduced twice in the New 
York state assembly to require in- 
side latches on refrigerators. In both 
cases, nothing came of them, he said. 

Johnston said he did not think the 
idea of having manufacturers put in 
inside latches would work. He pointed 
out that a child trapped in the re- 
frigerator would first have to find 
the latch and then would have to 
have the strength to push it so as to 
release the latch. 

Lawrenz added that a strong latch 
that holds the door tightly against 
the jamb to create an airtight seal 
was an essential part of the refrigera- | 
tor. Without it the refrigerator would 
not operate efficiently. There would 
be more service calls, and more cus- 
tomer dissatisfaction. 

Mitchell suggented amt mayne a 


b 


Illustrates, Describes, Prices Over 9,000 
Television, Radio, Heating, Electric 
Air Conditioning 
&¥es, get it and save money! 
Write Now to 


latch wasn’t the answer. He thought 
that a safety panel might be installed 
in the area that a child would oc- 
cupy if he climbed into a refrigerator. 
This would be so arranged, electri- 
cally or by some other means, that a 
push on any part of the panel from 
the inside would cause it to fall out. 

Brooks suggested that a solution 
to the latch problem would have to 
come on a national level. He pointed 
out that several national industry or- 
ganizations, including the National 
Electrical Manufacturers Association, 
the Air Conditioning and Refrigera- 
tion Institute, and the Refrigeration 
Service Engineers Society, have been 
giving the whole safety problem seri- 
ous study. 


NEMA MAY DISCUSS IT 


He said that a NEMA meeting is 
scheduled for September where the 
problem could be presented and a 
possible solution brought forward. 
Other groups are also planning to 
meet in September to consider the 
safety question. 

He suggested that the common 
council wait until these groups have 
a chance to discuss the problem be- 
fore taking action. 

Lawrenz felt that an ordinance that 
singled out refrigerators and freezers 
was rather unfair to the industry, as 
there were many other types of en- 
closures that were just as dangerous 
to children and would fall in the same 
category. Cedar chests, auto trunks, 
and storage closets were just a few 
he mentioned. 


Lawler Appt.-- 


(Concluded from Page 1, Column 35) 
sales volume than any other division 
of our business. 

“Our new plant in Decatur, Ala., 
is scheduled to go into production by 
the end of this year. Decatur Works 
will be a spearhead in the corpora- 
tion’s large scale expansion in this 
field.” 

Lawler has been associated with 


much of the pioneering and develop- 


ment of the air conditioning industry. 


@ 


| 
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and Supplies 


FREE BOOKLET 


Tells About New, Improved 
Westinghouse Home Precipitron® 


Learn the advantages 
of this electronic 
air cleaner with resi- 
dential air condition 
ing installations. 
See your local 
distributor for full 
details, or write 
Westinghouse 
Electric Corp., Air 
Conditioning 
Division, Hyde 
Park, Boston 36, 
Massachusetts. 


AIR CONDITIONING 
vou caw ae SURE... 1 rs bernie 


J-80358 


Get int 
HARRY ALTER’S 
SPRING and SUMMER...No. 158 


DEPENDABOOK 
AH RIGTRA TION 


otor, 


"The HARRY ALTER CO. Inc. 


1728 South Michigan Avenue, Chicago 16, Illinois 
134 Lafayette Street, New York 13, New York 
HARRY ALTER gives you snoppy service! 


when you 


sell and install Ranco controls in retail food stores. 


The chain food stores, dairies, meat markets, 
and fruit and vegetable stores make a 


super-dooper “‘market"™ for you. 


Meat cases, ice cream cabinets, frozen food 

and dairy and vegetable coolers 
offer you tremendous sales possibilities. 

Ranco’'s general pressure and temperature controls 
were especially built for this super commercial 
There is a Ranco control for all 


compartments, 


“market.”’ 
commercial requirements . 


replacement market! 

t's easy to be 
retail food market because 
supplier of refrigeration controls. 
of this big super market now! 


Kanco Duc. 


COLUMBUS 1, OHIO 


WORLO S LARGEST MANUFACTURER OF REFOIGERATION CONTROLS 


. in fact. Ranco 
pressure controls are standard equipment on many 
refrigeration units. What a new and 


a super salesman in the 

Ranco sells to more 
original manufacturers than does any other 

Get your share 
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HEAT PUMP (at right) is hooked up through manifolds and 
valves to supply heating and cooling to all areas of H. B. 
Shank's test house through floor coils, through unit convectors 
in outside walls, or through coil in plenum chamber of attic furnace. 


DIFFERENT TYPES OF wall convectors that Shank demonstrates in 
his test house. They are supplied with chilled water through floor 
coils. This is a view of the large display room where Shank de- 
monstrates all the different types of heating equipment he sells. 


Heat Pump Display House 


Ft. Wayne Contractor Builds House on Business Premises To Demonstrate 


Various Types 


FORT WAYNE, Ind.—When the 
heat pump for heating and cooling 
homes becomes commercially feasible 
in northern Indiana, H. B. Shank & 
Sons, heating contractor here, is 
going to be ready for it. 

Living up to his slogan, ‘The heat- 
ing of tomorrow is available today 
at H. B. Shank & Sons,’ Shank has 
installed an Acme “Flowcold’’ heat 
pump in a “display house” on his 
business premises and has already 
given it a year’s trial run. 

Jim Slabaugh, a sales engineer for 
the firm, reports that the heat pump 
did a good job of heating and cooling 
the house during the trial and its 
operating costs were not excessive. 

Shank built his display house two 
years ago. It is a 1,000-sq. ft. single 
floor structure on the general lines 
of a ranch type house. It measures 
25 by 40 ft. and has a predetermined 
heat loss of 40,000 B.t.u. and a heat 
gain of 24,000 B.t.u. Interior layout is 
similar to that of a typical residence. 


CAN DEMONSTRATE ANY TYPE 
OF HEATING, COOLING 


The house is so constructed that 
Shank can demonstrate any type of 
heating he wants. The place is out- 
fitted with floor coils, radiant panel 
baseboards, wall convectors, and 
ceiling ducts. All or any of these can 
be hooked up to any type of furnace 
or air conditioning system that Shank 
wants to install. 

Thus, Shank can conduct tests for 
his own information on different 
kinds of equipment, he can demon- 
strate the various systems for heat- 
ing prospects, and he can use the 
house for business meetings with 
builders, architects, utility men, and 
other heating men. 

A couple of years ago, when re- 
frigeration contractors in northern 
regions were turning a rather deaf 
ear to the possibilities of the heat 
pump for residential cooling and 
heating, Shank waxed enthusiastic 
about me ‘Gen. He believed, and still 
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does, that this can be good business 
for the heating contractor as well as 
the refrigeration contractor. 

So he purchased an Acme Flowcold 
3-hp. heat pump and installed it in 
his new display house. He also in- 
terested the Indiana-Michigan Elec- 
tric Co., the local private utility, in 
installing meters to survey load possi- 
bilities and cost of operation. 

The heat pump was installed in a 
centrally located room where it 


could be attached so as to circulate . 


of Heating and Air Conditioning Systems 


tion on the coils and no drafts from 
the small floor registers. 


He pointed out, however, that on 
hot days, the heat pump would hold 
the house at 80° F., no matter what 
the outside temperature was, if it 
were turned on in the morning before 
outside temperatures got above 80° F. 


But, if the system were turned off 
until the outside temperature reached 
95° F. for example, the heat pump 
would hold that 95° F. but would 


OUTSIDE VIEW of the test house shows it 
is sufficiently like a residence to give Shank 
accurate data on home heating and cooling. 


not reduce the temperature. It would, 
however, reduce the humidity so that 
the 95° F. would be comfortable to 
work in. 


To get operating data on the sys- 
tem, a whole array of meters were 
hooked to it. There was one over-all 
meter that kept track of total cur- 
rent used, one that recorded current 
used by the fan and unit ventilator, 
one for the heating cycle, one for 
the cooling cycle, and one for the well 
pump. A recording meter was hooked 
up to show the amount of time the 
equipment was in operation. 

Nevertheless, Slabaugh noted, no 
accurate figures were obtained cover- 
ing the entire period of the test for 
two reasons. One is that the meters 
were changed during the test period. 
The other is that the heat pump was 
not operating for the entire heating 


A SECTION OF THE FLOOR in the display 
room is paneled in glass to show coils, 


season. At various times during the 
winter, other types of heating were 
cut in for test purposes or for demon- 
strations. 

He estimated, however, that heat 
pump operating costs for the entire 
year would run about $90. During 
the heating season, he said, it ran 
2,000 degree days for $30. 


water through floor coils, through 
unit convectors in outside walls, or 
through a coil in the plenum chamber 
of an attic furnace. A blower in the 
latter circulates air over the coil and 
distributes it through a duct system 
to the various rooms in the house. 


HEAT SOURCE IS 110-FT. 
WELL BEHIND HOUSE 


The heat source is a 110-ft. well 
behind the house. Well water is 
brought in at 56° F. During the cool- 
ing cycle it picks up heat from the 
refrigeration condenser and disposes 
of it in the well. 

During the heating cycle, the well 
water is directed through the chiller 
instead of the condenser. The unit 
then removes heat from the waste 
water and transfers it at a higher 
temperature to the circulated water 
in the condenser and heating coil 
circuit. Eight degrees of heat are 
taken from the well water. 

A hand valve on the heat pump is 
used for changing from the cooling 
to the heating cycle, or vice versa. 

When the circulating water leaves 
the heat pump, it can be directed to 
any one of the three types of heat- 
ing systems by opening one set of 
valves and closing off the others, 
Slabaugh explained. 

Slabaugh believes, as a result of 
the year’s trial, the best heating ar- 
rangement is a perimeter counterflo | 
system through the wall convectors. 
The floor coils, he said, did a nice job 
of cooling. There was no condensa- 
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The Glenn L. Martin Company, builders of 


ECLIPSE’ 
Conditioning Work with Extra Economy: ast 
for details. 


Frick compressors Handle Air 


ARES AIR TORDITIONING 


"Matador" 
other famous planes, uses 27 Frick compressors 
for air conditioning and special cooling services 
in its great plant at Middle River, Md. These 
machines have been installed over a period of 
16 years by the Paul J. Vincent Co., Frick Dis- 
tributors in Baltimore. 

For the last word in dependability and con- 
venience, specify Frick air conditioning, refrig- 
erating, ice making and. quick-freezing equip- 


ment. 


WAYRESBORO, PENNA 


bombers, "404" transports, and 


Let us quote on your cooling needs NOW. 


SOLENOID 
VALVES 


the complete line 


efor Freon-12, Freon-22, Methyl Chloride and Ammonia 


@for liquid line, suction line or hot gas discharge service 


efor brine, water, steam, air, oil 
efor all types of electric current 


efor wide range of connections: 
solder, %” to 2” pipe thread 


efor use with thermostats, float switches, timers, 


and many other control devices 


Special valves for special applications are available. 
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Our Bulletins 173 and 182 give 
complete technical information. 
Send for your free copies today. 
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Trane Publishes Revised 
Refrigeration Manual 


LA CROSSE, Wis._-A completely 
revised edition of the Trane Refrig- 
eration Manual has been published by 
The Trane Co., manufacturer of heat- 
ing, air conditioning, and ventilating 
equipment. 

The manual gives practical, easy- 
te-understand information on instal- 
lation, operation, and servicing of re- 
frigeration equipment for contractors 
and servicemen. 

The latest edition of the Trane Re- 
frigeration Manual contains two 
entirely new chapters on refrigera- 
tion piping. This material embodies 
the latest engineering data. 

Other changes include a new chap- 
ter on refrigeration system control, a 
revised chapter on service operation, 
and a completely revised refrigera- 
tion system service analysis chart. 

The manual begins with a dis- 
cussion of refrigerants and the re- 
frigeration cycle. Succeeding chapters 
give detailed information concern- 
ing the selection, installation and 
servicing of all the component parts 
of refrigeration systems, including 
evaporators, compressors, conden- 
sers, thermostatic expansion valves, 
refrigeration system control equip- 
ment, motors and motor control 
equipment, heat exchangers, dryers, 
valves, piping, and accessories. The 
text is illustrated with photographs, 
drawings, charts, and graphs. 

Now in its ninth printing since it 
was first published in 1946, the 
manual has also been used extensively 
as an educational text and source re- 
ference on refrigeration. 

The revised, 125 page manual can 
be purchased from The Trane Co. 
for $1.50. 


WITH THE 


UNICON . 


Any Size 
compressor 
REGARDLESS 

OF TONNAGE 
can be 
Air-Cooled 
with UNICON 
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ae Holds Contest 
On Name for New Unit 


MANITOWOC, Wis. Manitowoc 
Equipment Works is sponsoring a 
contest among their distributors, dis- 
tributor salesmen, dealers, and dealer 
salesmen to name the successor to 
the “Manitowoc Ten-Ten,” a refrig- 
erator-freezer combination. 

Prize for the name chosen will be 
the first production model of the new 
unit and an expense-free trip to the 
factory. 

As yet, capacities for the new unit 
have not been announced, but they 
will vary slightly from the former 
10-cu. ft. refrigerator, 10-cu. ft. 
freezer, according to Erle Brown, 
sales coordinator of the company. 


First of 20 Split-Level Homes 
Uses Year-Round Weathermakers 


WESTPORT, Conn. — A_ model 
home, the first of 20 fully air condi- 
tioned houses of split-level design, 
was opened in the exclusive Burr 
Farms section of Westport Aug. 23. 

This is the first group of homes in 
the Fairfield County area to feature 
Carrier “Weathermaker” year-round 
air conditioning. The builders are 
Eleanor Redman and Norman Sha- 
piro. 

All homes will be in the $27,000 
class. They are particularly designed 
for families needing four bedrooms 
and three baths. 


Grisham Opens In West Point 


WEST POINT, Miss.—-Grisham Air 
Conditioning and Appliance Co. held 
its grand opening recently. 


Servel Appoints Three New 
Air Conditioning Distributors 


EVANSVILLE, Ind.— Three new 
air conditioning distributors have 
been appointed by Servel, Inc. at 
Cleveland, Seattle, and Portland, Ore., 
it has been announced by John A. 
Gilbreath, assistant vice president in 
charge of air conditioning. 

The Cleveland Air Conditioning 
Corp. is the new distributor in north 
central Ohio. Its trading area is in 


the following counties: Carroll, 
Lorain, Tuscarawas, Cuyahoga, 
Medina, Wayne, Geauga, Portage, 


Lake, and Stark. The president of the 
corporation is L. F. Auerbach. 


The new Seattle distributor is the 
Refrigeration Engineering Co. Its 
trading area approximately covers 
the following counties: Chelan, Jeffer- 
son, Lewis, San Juan, Whatcom, 
Clallam, King, Mason, Skagit, Ya- 
kima, Grays Harbor, Kitsap, Sno- 
homish, Island, Kittitas, Pierce, and 
Thurston. Officers of the company 
are: S. W. Bushnell, Sr., president 
and general manager; S. W. Bushnell, 
Jr., sales manager; Loring M. John- 
son, service manager. 


The new distributor in Oregon is 
Temp-Control Corp. Its trading area 
covers the state of Oregon and also 
the following counties in the state 
of Washington: Clark, Wahkiakum, 
Cowlitz, Klickitat, and Skamania. 
Officers of the corporation are: Glenn 
E. Fisher, president; Jas. F. Culbert- 
son, vice president; W. W. Ebmeyer, 
secretary and treasurer; L. W. Leetch, 
service manager. 

Each distributor is responsible for 
water heaters in addition to air 
conditioning equipment, including 
Wonderair room air conditioners. 


TRADE MARK 


RAME 


PHOTO OF UNICON INSTALLATION 


AT SHOYER S RESTAURANT. PHILA. PA. 
BY ATLANTIC REFRIGERATION ANDO EQUIPMENT CO., 


PHILA... PA. 


If water is a problem, 
there is only one CORRECT SOLUTION— 
UNICON by Kramer, 
the air-cooled condenser that DOES NOT USE WATER! 


Two types—the direct drive and the belt drive— 


ore available for % to 100 H.-P. 


Stands, hoods, and wind deflectors are available for 


simplified mounting. You need nothing else! 


s 


WRITE FOR BULLETIN U-210 


Communism: 


Its 


Ideas in Action 


Functionally 


Genetically 
relationships. 


Organizationally 
Socially 


Politically 
the state 


Economically 


Mechanically 


Scientifically 


intellectually 
Psychologically 
Religiously 


Ethically 


The communalization of the product of all—by 
force. Do away with private property. 


Goes back to the primitive reliance on force, rather 
than reason and suasion, as the regulator of human 


A master-slave arrangement. Forced labor. 


Society and the state are synonymous. Individuals 
are as nothing. 


Centralized control, authoritarianism. Theoretically, 
(dictatorship) is supposed to “wither 
away” before the people do. 


Human action is directed arbitrarily by government 
instead of being guided by the freedom of choice of 
buyers and sellers in the market place. 


All governor and no mainspring. The Marxian ideal, 
“from each according to ability, to each according 
to need,”’ demands the sharing of material wealth 
to the point that coercion must be relied upon as 
the means of inducing production. 


Party dogma, with answers to everything, precludes 
the search for further knowledge of the natural 
laws of the universe. 


Thought control. State monopoly of the press. 
A religious-like worship of the state. 


Godless, historical materialism, that is, the world is 
only what man makes it. As Lenin said, “We 
repudiate all morality derived from non-human and 
non-class concepts.” Individuals who are denied a 
choice between right and wrong can have no use 
for a moral code. 


Force others to conform, on ground that the end 
justifies the means. 


In Action 


of industry; 


property. 


Calls for rent, wage, and other price controls; 
public housing; government control of money, credit, 
and banking; nationalization, or government seizure 
compulsory 
financing; heavy progressive or graduated income 
tax; subsidies to favored groups; foreign loans by 
government; and other violations of privacy and 


social security; deficit 
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INSIDE DOPE 


by GEORGE F. TA UBENECK 


MR Raorcei Si: to 
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(Concluded from Page 1, Column 1) 
Syllygism of the Week 


To a man, a dog is a friend. 

To a cat, a dog is a pain in the 
neck. 

To a flea, a dog is a meal ticket. 

To a politician, a dog is a $2 license 
fee! 


Quotable Quote 


From Cleveland Amory’s book, The 
Last Resorts: 

“Normally these sightseeing cab 
drivers maintained a firm reticence 
about the private lives of the cot- 
tagers and merely stated the owner 
and name of the cottage, the source 
of income and the price paid for the 
estate. 

“Unhappily the late Giraud Foster 
one day told his butler to forbid the 
cab drivers to tour the driveway of 
his cottage, Bellefontaine. The follow- 
ing day, as Foster was giving an 
alfresco luncheon, the cab driver 
drove his party as close as he could. 
‘Here,’ he shouted, ‘lives the only 
millionaire who made all his money 
in one day.’ As Foster and his guests 
stirred uncomfortably, a tourist in 
the cab promptly asked how that 


could be. 


“Once more the cab driver raised 


his voice, ‘He married it!’ ”’ 


To Be Serious Again... 
“The determination of labor policy 
must be governed not by the vagaries 


of political expediency, but by the 
firmest principles and _ convictions. 
Slanted partisan appeals to Ameri- 
can workers, spoken as if they were 
a group apart, necessitating a spe- 
cial language and treatment, are an 
affront to the fullness of their dignity 
as American citizens. The truth in 
matters of labor policy has become 
obscured in controversies. The very 
meaning of economic freedom as it 
affects labor has become confused. 
This misunderstanding has provided 
a climate of opinion favoring the 
growth of governmental paternalism 
in labor relations. This tendency, if 
left uncorrected, could end only by 
producing a bureaucratic despotism. 
Economic freedom is, in fact, the 
requisite of greater prosperity for 
every American who earns his own 
living.” —-PRESIDENT EISENHOWER, 


en 


DRINKMASTER 


PORTABLE — REFRIGERATED 
Stainless Steel HOMEBAR 
PLASTIC CHARTREUSE FRONT 
BLACK TOP 


Mfd. by 


United Friguator Engrs. 
Menominee, Mich. 


Write for free 8” x 10” Photos 


seal 


Shafts by Modern power 
compressors for the country’s 
leading lines of commercial 
refrigeration. For precision 
SHAFTS, in quantity, consult... 


Pioneer Shatt Manutacturers 
5354 S$. KIRKWOOD AVENUE 
CUDAHY, WISCONSIN 
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FRIGIDAIRE DEALER Erle Hyde's community barbecue at Fayette- 
ville, Tenn., resembled a country carnival in full swing. Five 
thousand persons flocked to Hyde's country home to eat barbe- 


cved sandwiches, and 


inspect a display 158 ft. 
included 55 separate items. 


long, which 


festivities. 


“Southern Style’ Selling 


Giant Community Barbecue Draws 5,000 and Results In 
16 On-the-Spot Sales and a Mile-Long Prospect List 


FAYETTEVILLE, Tenn. — There 
are aS many ways to attract pros- 
pective appliance customers and build 
store traffic as there are appliance 
dealers, but here in Fayetteville, Erle 
Hyde, an aggressive dealer, prefers to 
promote his sales ‘‘southern style.” 


Recently, when the company 
launched its special ‘Frigidaire 
Week” sales campaign, Dealer Hyde 
decided to “go all out” in kicking- 
off his own local promotion. He 
planned a giant community barbecue 
free to all. The site for the event was 
his own country home, a palatial 
brick structure, dating back to pre- 
civil war days, surrounded by spa- 
cious gardens and lawns. 


He plugged the event intensively 
with newspaper and radio advertising 
and when the big day rolled around 
nearly 5,000 people were on hand for 
festivities. Hyde practically moved 
his store to the barbecue site for the 
day. A complete Frigidaire display 
was set up, including all refrigera- 
tors and ranges in the line, plus home 
laundry equipment, dehumidifier, food 
fresners, beverage coolers, reach-in 


LIQUID 
INDICATOR 


NEW FLO INDICATOR FLAP 
SHOWS ALL FLOW CHANGES 


Analyze flow, function of 
expansion valve, by means 
of E-Z to SEE sensitive flap, 
instantly responsive to 
variations in flow. Pos- 
itively leak-proof — hun- 
dreds of thousands in use. 
Available at Wholesaler. 
everywhere 


as REMCO 


. INCORPORTED 
_« ZELIENOPLE, PA. 


CLEANABLE 
WATER-COOLED 


CONDENSERS 


More Efficient Double-Tube 
Counter-flow Design 


Acceptance in the field is rapidly 
changing to “Demand” for these 
efficient, more economical Clean- 
able water-cooled Condensers. 
Owners and service men prefer 
the “‘new unit” efficiency that can 
always be maintained by a simple 
cleaning process. Brass headers, 
machined and brazed. 

Write for Catalog and Prices 

WHOLESALERS IN PRINCIPAL CITIES 


Halstead. & Mitchell 


BESSEMER BLDG. PITTSBURGH 22, PA. 
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refrigerators, ice makers, air condi- 
tioners, and water coolers. The ex- 
hibit of 55 models was 158 ft. long. 

During the afternoon Hyde ar- 
ranged for an airplane to drop more 
than 1,400 balloons over the grounds 
for the children. There were six 
professional clowns circulating among 
the crowd and a musical background 
was provided by an electric organ 
hooked up with a public address sys- 
tem. 

During the afternoon 4,000 barbe- 
que sandwiches were consumed by 
the crowd along with 200 cases of 
soft drinks, and 2,600 cups of ice 
cream. A variety of meats were bar- 
becued, including beef, pork, and 
goat. Also, 16 big stalks of bananas 
were hung on trees throughout the 
grounds. Registration cards were 
provided, and prizes, including a bi- 
cycle, electric mixer, radio, mixing 
bowl, were awarded. The event gained 
so much momentum that the State 
Police had to be summoned to pre- 
vent a traffic jam on the highway. 

Hyde ended up the day knee-deep 
in pop bottles, paper cups, banana 
skins, and _ prospective customers. 
There were 16 on-the-spot sales re- 
corded within a four-hour period. 
Twenty-three more sales were logged 
during the following two weeks, for 
a total of thirty-nine products. In ad- 
dition, he has a mile-long prospect 
list and sales are still coming in. 


Al May Be All Wet, But | 
He Knows How to Sell 


HAVERHILL, Mass.—-This is the 
story of Al Taylor, a salesman of the 
Haverhill Gas Co. One night recently 
he was prepared to visit two pros- 
pects for a Servel automatic “Ice- 
Maker.” But Al’s car wouldn't start. 

Undaunted, Al borrowed his daugh- 
ter’s bicycle to make the trip. He 
began his journey in jaunty spirits 
with the thought that this, indeed, 
was the life of a salesman. 

Suddenly the skies opened up. In a 
matter of seconds he was drenched. 
A man of lesser heaft would have 
turned back. Not Al. 

He walked into the home of his 
first prospect, apologizing for drip- 
ping water on the kitchen floor. His 
apology was accepted, for Al com- 
pleted the sale of an automatic Ice- 
Maker. 

It was still raining when Al left 
the house to go to see his second 
prospect. By now he was wishing that 
he had pontoons on the bicycle. Even 


ERLE HYDE practically moved his store to his home for the 
barbecue. Five thousand persons thronged to the Hyde country 
home during the afternoon. Sixteen on-the-spot sales were made 
and a big prospect list was compiled as a result of the outdoor 


Newspaper publicity was another advantage of the 


unusual promotion. 


o————_- 


without pontoons he made it-—-and | 


sold his second Ice-Maker. 


A little spray 
goes a |-o-n-g way 
PLASTI-KOTE 
SELF SPRAY | 
FINISHES 


om 


Solve your 
touch-up problems! 


Paint and Pressure io 
one container. Ideal for 
touch-up and re-hnishing. 


PLASTI-KOTE, INC. 


425 Lakeside N.W. Cleveland 13, Ohie 


G-E Offers Display Cards 
For Inside Refrigerator 
To Point Out Sales Features 


LOUISViLLE, Ky. — ‘Buy Spots,” 
inside-the-refrigerator display cards 
that point out sales-appeal features 
of General Electric refrigerators, 
have been made available at nominal 
cost to G-E major appliance dealers 
by their distributors, it was announced 
here. 

The “Buy Spots,’ which are folded 
along scored lines to form triangular 
tent cards, come in three sets—-red, 
blue, and green. 


Each set is accompanied by instruc- 
tions telling where the _ individual 


“Buy Spot” card is to be placed in 
the refrigerator. 


Old Promotion—Bonuses for Prospects—Still Clicks 


TWIN FALLS, Ida.—-Paying com- 
missions to people for supplying the 
names of prospects who later buy an 
appliance is one of the oldest of 
merchandising gimmicks but it still 
gets results, according to Ira Hoff- 
man, manager of the major ap- 
pliance department of C. C. Anderson 
Co. here. 

For one month recently, Anderson's 
ran a classified advertisement offer- 
ing a $5 bonus to any person turning 
in the name of a prospect who was 
sold an appliance, if the sale was con- 


summated within the year. 

Results were well above expecta- 
tions, Hoffman reported. More than 
30 housewives either called in by 
phone or wrote, giving the names of 
newcomers, relatives, or friends 
whom they felt were in the market 
for new appliances. The company is 
currently concentrating on this list 
and expects to sell at least half of 
the prospects. 

Hoffman said the firm plans to use 
the promotion from time to time in 
the future. 
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Appoints Crosley, Bendix Market Research Chief 


CINCINNATI Appointment of A. 
E. Cascino as director of market re- 
search for the consolidated Crosley 
and Bendix Home Appliances divi- 
sions of Avco Mfg. Corp. has been 
announced by Parker H. Ericksen, 
Avco vice president and director of 
sales. 

At the same time, Ericksen re- 
vealed the consolidated divisions 
would pursue a new concept of 
market research which would rank 
that activity on a par with advertis- 
ing, merchandising, and sales pro- 
motion. 

“Market research is a potent sales 
tool that can be used effectively to 


St LS TT 


wae ‘ey 


predict in advance soft market con- 
ditions and trends that can be suc- 
cessfully developed,” Ericksen said. 

Cascino has been director of 
market research for Bendix Home 
Appliances since 1946. He received a 
bachelor’s degree in economics at 
Northwestern university and a mas- 
ter’s degree in that subject at the 
University of Illinois. 


New Firm for Marshall 


MARSHALL, Texas--James A. 
Oliphant has opened a retail air con- 
ditioning and appliance business in 
the Rudd building here. 


ar 1 ee oniok 
machine manufacture , Speed Queen engineers know the p 
of dependable wiring, on Jpnacabnipacvranpanartiver 


Pune V Warne oes 


UNITED. MANUFACTURING & "SERVICE COMPANY 


: 411 SOUTH 6th STREET © MILWAUKEE 4, WISCONSIN 
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They'll Do It Every Time... . By Jimmy Hatlo 


~ 
Horsno X. CELSIOR SWORE HE'D MAKE 
A MILLION CLAMS BEFORE HE WAS 40 

AND “TAKE IT EASY THE REST OF HIS LIFE 


“BUT YOU CAN'T GO ON W PLENTY TIME 01 
LIKE THIS WORKING ALL | P_AY LATER. I'VE 


DAY AND ALL NIGHT::- WE TOLD YOU TLL 

NEVER GO ANYWHERE: ] MAKE MY STACK 
WE NEVER HAVE ANY / BEFORE IM 40- 

FUN“WE NEVER: AND, BY GEORGE, 

, ITLL DO IT! 
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COPR 1952 


Wetr-ve Mie bf FIRST MILLION 
ION M . BUT DID HE 
RETIRE? DUM BE SILLEH! 


ER-UH- TO HIS 
MAJESTYS GOVERNMENT:: 
WE ARE--UH-PREPFARED To 

SUBDIVIDE AND DEVELOP 

ALL OF AFRICA, PROVIDING 
‘PYRAMIDS 

AND THE SPHINX es 
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KING FEATURES SYNDICATE, Inc, 


Have You READ ‘Peace and Progress’ Yet? 


by Paul Reed 


VOLUME 1 


Measuring Temperature; What Heat Is; Tempera- 
ture-Pressure Relationships; Components In the 
Compression Cycle; Expansion Valves and Their 
Properties; Capillary Tube; Float Valves; Heat 
Exchangers; Oll-Refrigerant Mixtures; Control! 
Settings; Alr Circulation; Multiple Systems; etc. 


VOLUME 2 


Condensers; Compressor Shaft Seals; Defrosting 
Evaporators; Compressor Oil; Charging Refrig- 
erant; Humidity and Aljr Circulation; Carbon 
Dioxide; Use of Gauges; Trouble-Shooting; 
Preventive Maintenance; Control of Moisture; 
Leaks; Care of V-Belts; Lapping Seals, Plates; 
Service Charts. 


VOLUME 3 


Lost Time and Short Cuts; Refrigerants and 
Tables; Mollier Chart; Two and Three Stage 
Compression; Leaks and Moisture; Electric Cur- 
rents; Single and Three Phase Systems; Motor 
Troubles; etc. 


“Easily understandalle- - - 
and a greal aid to service engineers” 


REFRIGERATION PROBLEMS 
AND THEIR SOLUTION 


In five volumes, J-1, J-2, J-3, J-4, and J-5 


Handy, practical, reference information for the refrigeration service 
engineer, ‘‘Refrigeration Problems and Their Solution" is written and 
illustrated so as to be of interest to salesmen, users, and others 
who want a fuller knowledge of refrigeration. 


You'll like the way Paul Reed has organized his material . . . 
and he writes clearly, making these books easy fo understand and a 
pleasure to read. And because Paul Reed has such a wealth of 
practical knowledge of refrigeration, and years of experience behind 
him, you'll find reading these books the next best thing to a person-to-person chat about your 
refrigeration problems. Conveniently cross-indexed for instant use, ‘‘Refrigeration Problems and Their 
Solution" can provide ‘the missing link'’ in your search for authentic advice on ‘how to make it work."’ 


VOLUME 4 


Cleaning Parts Before Repair; Compressor 
Noise; Compressors In Parallel; Frozen Compres- 
sors; Service Problems; Overloaded Motors; 
Making Money In the Service Business; Absorp- 
tion; Evaporative Cooling; The Heat Pump; 
Comparative Cost of Fuels. 


VOLUME 5 


The Oil Cycle; Oil Slugging; Copper Plating; 
Properties of Water Important In Cooling; Rail- 
way Car Refrigeration; Safety In the Field of 
Service Work; Mystery of the Hidden Moisture; 
Mystery of the Missing B.T.U.'s. 


In Five Volumes J-1, J-2, J-3, J-4, and J-5 


$1.50 per Volume 


USE THIS HANDY FORM 


Business News Publishing Co. 
450 W. Fort St., Detroit 26, Mich. 


Please send Paul Reed's books as follows: 


rapt copies J-1, $1.50 each 
wank e copies J-2, $1.50 each 
SES copies J-3, $1.50 each 
a copies J-4, $1.50 each 
con ote copies J-5, $1.50 each 


Check for $........ enclosed* [] Bill me 


*Books sent post-paid if remittance accompanies 
order. 8-31-53 


/ 
¥ 


AN INTERNATIONAL INSTITUTION + SUBSCRIBERS ALL OVER THE WORLD 


. 4 Ki 
siee ws a 
£332 the: Si a Oa 


F. M. COCKRELL, Founder 
‘The Conscience of the Industry’ 


Published Every Monday by BUSINESS NEWS PUBLISHING CO. 
450 W. Fort St., Detroit 26, Mich. Telephone Woodward 2-0924. 
New York office: 521 Fifth Ave., Telephone Murray Hill 7-7158. 
Chicago office: 134 S. LaSalle St., Telephone Franklin 2-8093. 


Subscription Rates: U. S. and Possessions, Canada, and all countries in the Pan- 
American Postal Union: $5.00 per year; 2 years $8.00. All other foreign countries: 
$7.00 per year. Single copy price, 40 cents. Ten or more copies, 30 cents each; 
50 or more copies, 20 cents each. Please send remittance with order. 


GEORGE F. TAUBENECK 
Editor and Publisher 


PHIL B. REDEKER, Editorial Director 


———_—— 


C. DALE MERICLE, Associate Editor 


E. L. HENDERSON, General Manager 
ROBERT M. PRICE, Adv. Mgr. 
ALLEN SCHILDHAMMER, Western 

Adv. Mgr. 

ALICE M. BARROW, Adv. Secy. 
WALTER J. SCHULER, Production Mgr. 
LLoYD SILER, Circulation Manager 
CECILIA COSTYN, Subscription Mgr. 


JOHN SWEET, Assistant Editor 
HUGH MAHAR, Assistant Editor 
GEORGE HANNING, Assistant Editor 
MARGARET DEAN, Assistant Editor 
Editorial Assistants: PAT O’CONNOR, 
JoY SLAUGHTER, C. J. BONDY, JOAN 
KLERSY. 


Member, Audit Bureau of Circulations. Member, Associated Business Papers. 
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“| have always felt that whatever the Divine Providence permitted 
to occur | was not too proud to report. The people are not served 
by pussyfooting, or by that sort of journalism in which nobody will 
ask who is the editor of a paper or the writer of an article, and 
nobody will care.""—Charles A. Dana. 


Death In a Refrigerator 


THE DEATH of a child is an awful thing to contemplate. To 
a healthy, young lad of six or seven, death has no meaning. He 
is hardly aware that it exists. 

His mind is full of the joy of life. He plays hard, works hard, 
and grows hard. Now he is a space man, hurtling through space at 
the speed of light. Now he is a cowboy, galloping over the plains 
with guns blazing at random Indians and rustlers. Now he is a 
baseball player, straining every muscle to hit a home run—or 
argue whether he touched second or not. 

Curiosity is one of his strong points. He wants to investigate 
everything that is new to him. Mother has her hands full keeping 
him out of places he shouldn’t be. Dad gets irritated when he asks 
over and over again questions that Dad can’t answer. But all that 
is part of being a boy—unbounded curiosity and a vivid imagina- 
tion. 

His mother thinks he is the handsomest lad on the street—a 
little angel that can do no wrong, though he does need the seat of 
his pants warmed once in a while to keep him ‘in line. 

Dad sees in him a coming partner in the firm, State’s star 
halfback of 1968, or the Mickey Mantle of 1975. 

To both he is an object of love and adoration. 

But today, he is just a little boy, searching for something in- 
teresting to do. A big, white box off in a neglected corner of a 
back lot catches his eye. His curiosity tells him to open the heavy 
door and look inside. There is nothing inside. Just the loop where 
ice cube trays once fit. 

But our lad sees something more than the dank interior of 
an abandoned refrigerator. To his fertile imagination, it is a space 
ship ready to take off for Mars. It is a hide-out for cops and 
robbers. It is a safe for his collection of bottle caps. It is a haven 
from Mother when things go wrong. 

Why not get in and try it out? He gives the door an extra 
hard push backwards and clambers in. The door slowly swings 
back into place. Maybe he sees it. Maybe he doesn’t. But the latch 
snaps with a loud click. 

It’s awfully black in here. He can’t even see his hand in front 
of his face. There is no room to turn around. This isn’t as good 
as he thought it was going to be. He wants out. 

He batters the door with his fists. He cries out for help. No 
one has seen him get in. No one hears his wails. No one hears the 
muffled tattoo of his tiny hands. 

Soon he is sweating and panting hard. The air is stale and it 
is hard to breathe. He is a thoroughly frightened little boy now. 
He cries and pounds over and over, but nobody hears. 

He can cry and pound no longer. There is no air left to 
breathe. There is nothing but darkness. 

Our boy is gone. The dreams and hopes of his mother and 
father are gone with him. 

Why, they will sob, why did it have to happen to him? 

Why? 

All of us are in the refrigerator business. The problem is on 
our doorstep. What can we do about it? 


Failure: the line of least persistence.—Catholic Digest. 


To devote a portion of one’s leisure to doing something for 
someone else is one of the highest forms of recreation.—GERALD 
B. FITZGERALD, University of Minnesota. 
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Fischman Names Reber 
New Orleans Distributor 


kling the pears with water because 
it sometimes results in water-soaking 
at skin breaks. 


"Se 
: Pears displayed without refrigera- 
ee PHILADELPHIA — The Fischman 0" Should be sold quickly, according 
Pt + | Co. here, soda fountain manufac- ‘? Lewis’ report, because they de- 
ike Lei hia . ING turer, has announced the appoint- velop unsightly discoloration quite 
a= =, ment of M. D. Reber of New Orleans, rapidly. 
i y Li as exclusive franchise distributor in The report also said that removal 
New Orleans. of pears to. refrigerated rooms 
Reber will make his headquarters for night storage often results in 
at 627 Felicity St., and will handle ‘SCTatches and bruises that become 
? sales, installation, and service on the badly discolored when the pears are 
é Fischman line in the metropolitan again displayed at room tempera- 
. NEAR the back wall ore area, including parts of Mississippi. wares. 
the huge brine storage Reber had served for a quarter of Therefore, it was recommended by 
tanks of the old refrig a century with Liquid Carbonic Corp., the department that handling of 
erating system. At the where he started as an office boy, ad- pears by employes and customers be 
right can be seen the two vancing through a number of execu- ‘ePt at @ minimum, 
rh water storage tanks tive positions to that of general 
or the original water sales manager. Several years ago at 
cooling system. All of this his own eauiee he aside mar the Bison Electrical To Handle 
tank equipment was re- Liquid fountain line as New Orlea 
; moved and a Frigidaire distributor. ss Harder-Freez In Buffalo Area 
10 hp. water-cooled com. 
pressor was installed. re 2 NILES, Mich.-—-In line with its 
Storage Life of Anjou program of expanding distribution, 
Pp The Harder-Freez Div. of Tyler Fix- 
. ear Can Be Lengthened ture Corp. has franchised Bison Elec- 
‘ B Refri . ti lt trical Co., Inc., Buffalo, who will dis- 
LEFT: Frigidaire 10 hp. water-cooled com- combination compressor installed in y 9 ” _ peg cunuines Wain a penn 
pressor installed in conjunction with the conjunction with a big 12-door reach- WASHINGTON, D. C.—Research Orleans, Genesee, Wyoming Cat- 
: water storage tank located above. This in. through bakery and salad refrigera- conducted by the U. S. Department  taraugus, Allegany and Erie counties 
stallation tokes less space than the two tor; a 1'¢-hp. combination reciprocat- of Agriculture indicates that the re- in New York state. 
; large water storage tanks previously lo- ing compressor provides refrigeration aj] shelf life of Anjou pears can be 
cated on the concrete slab. for three walk-in coolers. lengthened by displaying them in : 
The complete Frigidaire installa- mechanically refrigerated cases. Jamison, York-Dayton 
tion totals 13% hp. and takes con- William E. Lewis, senior horti- o . 
: siderably less floor space than the old culturist. with the Bureau of Plant “ales Manager, Dies 
: ‘ y, H R i Aon which totaled 30 hp. for poset -_ and Agricultural Engi- 
, . neering, who made the - 
3 2 p- ep aces 30 To handle the increased traffic in nested thnk pears ceaaiinenalt te 0 ie pAb argh fg Mag 
, ; - : the cafeteria, a Frigidaire 22-case dry desirable stage of ripeness can be Refrigeration Co., died Aug. 5 after 
Modern Equipment In Cincinnati Suburban Bell Bldg. beverage cooler and a 6-hole double- held in good condition for several days a three month illness. He came to 
; row ice cream cabinet for the stor- in mechanically refrigerated display Dayton in 1914 as an engineer for 
Occupies Far Less Space In Basement age of ice cream and frozen foods cases." the old Delco Light Co., later entering 
; were also installed. The report advised against sprin- the refrigeration business. 
CINCINNATI—A good example of oped leaks. The cost of repairing or . — 
\ how modern equipment can do the _ replacing this piping would have been 
same refrigeration job more economi- excessive, so it was decided to get 
) cally, with less horsepower and floor new and different equipment. 
t space, is illustrated in a recent in- The old equipment was removed 
j stallation in the 12-story building from the sub-basement and various 
5 ! which houses the “nerve center’ of sections of the building. All of the 
l the Cincinnati and Suburban Bell ammonia refrigerating equipment was 
, Telephone Co. here. removed from the 30-ft. by 30-ft. 
compressor room in the sub-basement. 
INSTALLATION MADE IN 1930 In the main machine room, a large 
The building was constructed in brine storage tank, two huge water 


svTr lS Oe 4 


1930, covering half of a downtown 
city block. Harry Hake and Harry 
Hake, Jr., architects of Cincinnati, 
designed the building and specified 
the original ammonia system. 

A part of this equipment consisted 
of two large compressors, one a 30- 
hp. unit for summer use and the 
other a 15-hp. unit for winter opera- 
tion located in the sub-basement. 

It was used to cool a circulating 
water system with 64 individual 
drinking fountains, and food keeping 
equipment in a sixth floor cafeteria, 
consisting of three walk-in coolers, 
two salad cold-plates and storage 
cabinets, and an ice cream cabinet. 

After a number of years of opera- 
tion the brine piping between the sub- 
basement and the sixth floor devel- 


JUST ASK US! 


Turn to “What’s New” Page for 
useful information on new products. 


storage tanks and two 3-hp. brine 
pumps were cleared out. 


The new equipment installed was | 


a Frigidaire 10-hp. water cooled re- 
ciprocating compressor to provide re- 
frigeration for the circulating drink- 
ing water system. In addition, a 100- 
gal. water storage tank was installed 
above the compressor. 


OLD COMPRESSOR ROOM 
COMPLETELY EMPTIED 


This left the old compressor room 
completely empty for extra storage 
space, and the big machine room with 
more space for inspection and main- 
tenance purposes. 

The new Frigidaire equipment in- 
stalled in the sixth floor cafeteria 
consists of one ‘%-hp. Meter-Miser 
rotary compressor, plus a %-hp. 


combination air and water cooled re- | 
ciprocating compressor, providing re- | 
frigeration for two salad cold plates — 


and refrigerated storage cabinets, 


plus an ice cream cabinet; 


.. More Profitable Sales for You 


.. Send for details of this Victor 


FROZEN FOOD MERCHANDISER 


and other items in the Victor line 


that mean More Sales 


a %-hp. | 


Series 246 Water Valves are 
zoned to keep water out of 
sliding parts . 
in threaded and flanged 
styles for all refrigerants 
and in sizes from %” to 2/2”. 


Whatever the control job . 
conditioning . . 
precision-built automatic control that will do the 
job better . . . and make more money for you. 

Costly service call-backs stop . . 
“talk you up” because of efficient on-the-job per- 
formance by PENN Controls. Quality .. . long 
years of service .. 
a PENN tradition. 

In the PENN complete line there is a type to 


LESALER 


. refrigeration or air 
. your wholesaler has a PENN 


. and customers 


. customer satisfaction... are 


fit your needs exactly. Investigate the profit .. . 


. . are built 


get your free copy of PENN’s Condensed Catalog 
and price list. Ask your Wholesaler or write Penn 
Controls, Inc., Goshen, Indiana. Export Division: 
13 E. 40th Street, New York 16, N. Y., U.S.A. In 
Canada: Penn Controls Limited, Toronto, Ontario. 


-_ == _ Penn Series 325 Time-Pres- 
_ sure Defroster automatically 
varies the defrost period to 
satisfy load conditions . . . 
eliminates seasonal adijust- 
ments . . . avoids unneces- 
sary shut-down time. 


Penn Series 270 temperature 
and pressure controls have 
direct reading calibrated 
scale which shows both cut- 
in and cut-out points. 


Series 275 Oil Protection 
Control with built-in Time- 
Delay Switch for use on all 
pressure-lubricated refriger- 
ation compressors. 


a 
EE | | mEnEEEETETEETEETAE 
eI =e iu $35 aR) ee MUSH or 


| AUTOMATIC CONTROLS 


FOR HEATING, REFRIGERATION, AIR CONDITIONING, GAS APPLIANCES, PUMPS, AIR COMPRESSORS, ENGINES 


MODEL VF-808 


With superstructure; length 
8 ft., width 40”, height 5812”. 
Without superstructure 42” 


high. 
Remember... there is 


a difference papers 


VICTOR PRODUCTS CORPORATION 
HAGERSTOWN, MARYLAND ~ 


MANUFACTURERS OF THE FAMOUS VICTOR QUICKFREEZERS 
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What's New 


When requesting further information on new 
products, please use “Information Center” form. 


Howard Model C-14 Chest Type Freezer. 


Howard Introduces Chest, 
Upright Type Freezers 


KEY NO. C-850———— 


PHILADELPHIA A 14-cu. ft. 
chest type freezer and a 15-cu. ft. 
upright were introduced recently by 
Howard Refrigerator Co., Inc. here. 

The chest model (C-14) presents as 
a special feature two 11-in. work sur- 
faces on each side of the lid. Back 


IDEAL cooter corporation 
29ST EASTON AVE «+ ST LOUIS6, MO 


Freezer. 


Howard Model F-15 Upright 


of the lid is finished in pastel blue 
and has a chrome trimmed interior 
light for visibility within the freezer. 

The C-14 measures 36 in. high, 29 


| in. deep, and 60 in. wide. It will hold 


490 lbs. of frozen foods. Plated steel 


| wire baskets are provided. Construc- 


tion is of all welded steel, completely 
vapor sealed, with the _ interior 


| finished in aluminum. 


Chrome dual purpose handle serves 
as a lock, with key. A red warning 
light on front of cabinet helps pro- 
tect against food spoilage. A herme- 
tically-sealed compressor powers the 
unit. 

The upright F-15 ‘Won-Dor’ 
stands 63 in. high, and measures 38 
in. wide and 29 in. deep. It stores ap- 
proximately 525 lbs. of frozen foods 
on three aluminum shelves. 

Equipped with a -hp. hermeti- 
cally-sealed motor, the Won-Dor is 
of all welded construction with high 
density Fiberglas insulation. 

The Won-Dor also has the back 
of its door finished in pastel blue. 
Door is equipped with chrome snap- 
action latch and balloon one-piece 
rubber door gasket. 


= dmformation =m 
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For more 


promptly. 


PePeRoev’seed eb 8 64 48 


Key No. 
Key No. 
Key No. 
Key No. 


Street 
City 
Type of Business 


450 W. FORT ST. 


information on What's 
current literature and catalogs available, equipment 
advertised in Ain ConpitioNING & REFRIGERATION News 
use Key Numbers where designated or specify products 
advertised and we'll see that you receive this information 


What’s New or Current Literature Available 


ose eee er eee er eer eeeeeoe 


Products Advertised 
(list name, page, and issue date) 
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MAIL THIS FORM TO 
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Reader Service Dept. 
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Thor Built-In Electric Range Has Eye-Level Oven 


KEY NO. C-851 
CHICAGO. -Thor Corp. here has 

announced a new built-in electric 

range with the eye-level oven. 

The eye-level oven may be installed 
at any height, in any location desired. 
Cooking elements may be placed any- 
where, on counter tops, in units of 
two or four or more. 

Ovens are available in grey, silver, 
copper, and Thor gold. Cooking ele- 
ments are available in white porce- 
lain, stainless steel, and grey enamel. 

The Thor built-in electric range 
features automatic, easy-to-set con- 
trols. Marinite insulation——-impervi- 
ous to heat, water, corrosion-—keeps 
the heat inside the oven, keeps the 
kitchen cool. The extra large oven 
will hold a 35 Ibs. turkey. Cooking 
elements have 7 separate heat stages. 

The oven takes only 22 in. of wall 
space. Wattages are: Bake, 2400 
watts; broil, 3000 watts. The control 
panel features an automatic timer 
clock, a minute minder, and temper- 
ature control with signal lights. An 
added feature of the oven is an auto- 
matic interior light. 


The oven's interior dimensions are 
17 in. high, 17 in. wide, and 20 in. 
deep. The oven has adjustable racks, 
plus the exclusive broil and roaster 
rack which eliminates basting. 

Cooking tops may be flush mounted 
in any counter top. The two-element 


tops have one 6-in. (1500 watt) and 
one 8-in. (2100 watt) element. Four 
element tops have two 6-in. and two 
8-in. elements. 


Kelvinator Adds 17 Cu. Ft. Frozen Food Case 


KEY NO. C-852 


DETROIT—Kelvinator has added a 
17-cu. ft. Acco frozen food merchan- 
diser, modernly styled by Walter 
Dorwin Teague, to its line of com- 
mercial cabinets. 

A low temperature cabinet with 
open top for frozen food and ice 
cream, it offers a “Super-View” glass 
front that has maximum display 
visibility, according to H. C. Patter- 
Kelvinator commercial sales 
manager. 

Teague, well-known industrial styl- 
ist, has been retained by Acco. 

A frame of stainless steel, angled 
slightly, features the front and serves 
to focus attention on products inside. 
The front also is illuminated. 

A two-shelf superstructure, likewise 


illuminated, dislays non-refrigerated | 


items. Two frozen food product pic- 
tures also are incorporated in the 
superstructure. 


Patterson said four thicknesses of | 


Thermopane glass assure low inside 
temperatures while a concealed slid- 
ing night cover of stainless steel fits 
into the superstructure when not in 
use. The entire unit is cooled by Kel- 
vinator’s Polarsphere sealed mechan- 
ism. 

The cabinet’s unique design permits 
operation on 115-volt lighting circuit 
at unusually low cost, Patterson 


pointed out. Most cabinets of this size 


require a higher voltage. 


Of 600-package capacity, the mer- | 


chandiser is 83% in. in over-all 
length, 33 in. wide including the 
“Super-View” frame and 52 in. high 
to the top of the superstructure. 
Although large, the cabinet is con- 
structed so that it can pass through 


Stop service calls . . . keep out 
rust and sludge . . . open new 
doors to sales acceptance!—with 
coolers, ice-makers, sell ‘‘Taste- 
Master’'!—checks chlorine, traps 
sediment; promotes service-free 
‘satisfaction with all water pro- 
‘cessing appliances. Write— 


Fj 


“Wats aud laacs” 


MANUFACTURING CO. 
TrIME srooxivn 38 - NY 


the door of nearly any food store, he 
added. 

There are seven other commercial 
cabinets in the Kelvinator line, rang- 
ing from six to 20 cu. ft. in capacity. 


Broil-Quik To Market 
Electric Fryer-Cooker 


KEY NO. C-853———— 


NEW YORK CITY~--Broil-Quik Co., 
manufacturer of infrared cooking ap- 
pliances, 


has introduced a _fryer- 
cooker to its line. 

The cooker fea- 
tures a _ rounded 
cooking well of 
brushed aluminum 
said to keep the 
largest amount of 
shortening on top 
where most deep 


frying is done. Heating elements are 
located to prevent heat from scorch- 
ing food that may settle to the 
bottom. 

A new type of fry basket made of 


perforated brushed aluminum, instead 
of the usual wire, helps to keep food 
particles from dropping into the fry- 
ing well and makes cleaning of the 
appliance easier. Removal of the bas- 
ket converts the fryer into an elec- 
tric cooker. When used for frying, it 
will hold up to 6 Ibs. of shortening. 

A decanter-type spout replaces the 
spigot, which is said to eliminate 
clogging and leaking. An automatic 
dial turns on signal light when tem- 
perature is right and a thermostat 
holds temperatures at just the right 
level. On the lid is a permanent cook- 
ing chart for proper time and tem- 
peratures. 


Unit is made of double-wall con- 
struction, has a polished chrome rec- 
tangular outer shell, and operates on 
115 volts, a.c. It will retail under the 
Broil-Quik name for $34.95. 


4-Way Heat Pump Valve 


Offered for Room Coolers 


KEY NO. C-854———— 


MIAMI, Fla.--A_ four-way heat 
pump valve for reversing the refrig- 
erant flow in room air conditioners, 
to supply warm 
air instead of cool 
air, has been in- 
troduced by the 
Barusch Mfg Co. 
here. 

The valve is 
manually operated 
so that the room 
unit will supply 
heated air or cool 
air at the desire 
of the owner. 


Of rotor design 
with two lapped 
surfaces, the valve 
has port connec- 
tions of % in. for 
the high side and 
% in. for the low 
side. The manu- 
facturer claims 
there are no by-pass losses in the 
valve and a minimum of heat trans- 
fer between the low and high-side 
ports. It can be mounted in any posi- 
tion. 

The manufacturer also states that 
the valve can be easily installed in 
any existing 's to 1-ton unit, and 
that the valve is guaranteed for five 
years. 

The valve is being distributed by 
Alvin Sales Co. here. 


storage tank. 


Other advantages of Heat-X liquid 
coolers: no oil separator necessary, no 
Surge drum necessary . . . cooler will op- 

| €rate in any position. 


It’s the way they're made that makes 
| the difference. First, separate coils are 
| formed for refrigerant and liquid. These 
coils are then placed in a mold and 
' molten aluminum poured around them. 
| Result: a solid casting of great strength 
which protects against freeze-up damage. 


The mass of the aluminum block also 
provides high hold-over . . . eliminates 
_short-cycling . . . eliminates need for a 
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Original equipment manufacturers have 


with us now about your particular problem 
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Wholesalers Report Sales, Inventories for June | 


SALES 
Per Cent Change June 1953 Panel 
6 Mos. 

—June 1953— 1953 No. of Reported 
from from Firms Dollar 
Kind of Business and June May 6 mos. Report- Values 

Georgraphic Division 1952 1953 1952 ing (add 000) 
Refrigeration equipment, parts (com’l) +25 +13 +17 74 3,529 
“i “Qi ape eee +28 +10 +16 15 1.059 
Mast Moerth Comtral .............0.... +11 +48 +10 18 446 
by ee Ere +74 +46 +28 5 264 
oe ba oop haw a dadaweas +11 +4 +21 25 1.051 
SEE > piseckassnedew essen ty. +47 +6 +17 4 493 
rete errr es Terre eee Pere re +39 +11 +7 4 122 
Appliances and specialties wholesalers + 7 + 5 +17 117 23,429 
ks ere +35 +14 +26 14 1,926 
EE ae +9 +2 +18 24 8,416 
SE ME MED. ' US bs visi ceseaes +13 +14 +21 19 2,767 
\. a | eee +15 +17 +24 14 1,398 
i ek hak baked eee niO’ —1 —7 +14 16 3,124 
i hai kb ceh ba keene sds —1 +9 +11 12 2,490 
CART A erry cineca ear earicen +21 +14 +13 8 1,597 
GEE” wikkrincs sade weseesSinteeacawienka —14 + 3 +11 10 1,711 


INVENTORY, END-OF-MONTH (AT COST) 


Per Cent Change 


June 1953 Panel 


—June 1953—— Reported 
from No. of Dollar 
Kind of Business and June May Firms Values 

Geographic Division 1952 1953 Reporting (add 000) 
Refrigeration equipment, parts (com’l) +10 +83 62 4,556 
ME aah 00:6066464 45-00% 0068 +15 +4 12 1,262 
8B. errr + 9 + 2 18 609 
ME PE EE kobe cies edeesscees +34 +11 5 443 
eps cadeeaweneabe + 6 +2 25 1,728 
i i sin ed cog aes oa ae 6 eaes ° ° ® ° 
DE Sites beck toss sks sea ceane tenn. “ - . ° 
Appliances and specialties wholesalers -|-22 —1 95 29,739 
re ok Aas Kk 6adbSE8% +30 +6 11 2,198 
Ee er eee Tis +7 18 8,131 
BeOe WUOTER CRMEPEL 2... ic ccccccccceccs +23 +2 14 3,941 
Wet BUOTER COmtre) 2... ic sccccccccccee +25 — 5 12 2,877 
RI Cee ee ee +48 +11 15 5,086 
ee ee +3 —9 10 2,623 
re rr rey errr ree +17 —15 8 2,598 
aE SSR ae re +28 —27 7 2,285 


| 


Refrigeration Equipment, Parts Sales Gain 
25%; Appliances, Specialties Rise 7% 


WASHINGTON, D. C.—-Wholesal- 
ers of commercial refrigeration equip- 
ment and parts have reported a 25% 
gain in business during June over 
June, 1963, the United States Bureau 


DEAN 


“Job Tailored” 


COLD 
PLATES 


Save time 


a + Save money) 
y size, any shape 
most anetale? More and 
more the choice of cost- 
conscious ~; eration en- 
full de- 


* today! 
WRITE FOR TECHNICAL DATA BOOK 
STerling 9-5400 
DEAN vnovicrs, me. 
1042 DEAN ST. ¢ BROOKLYN 16, N. Y. 


S eeeenennenens 


L REFRICERATION 


SS 


fadiaed Air 
ning Units 
2 to 15 Tons 
Condensing Units 
14 hp. to 40 hp. 


Curtis Refrigerating Machine Division 


of Curtis Manviacturing Compony 
1912 Kienlen Ave. 


$t. Lovis 20, Me." 


Established 1854 


epee 


of the Census reported recently. 

June sales of these wholesalers 
were 13% higher than in May. For 
the first six months of the year, their 
sales were 17% above the same 
period last year. 

June inventories were 10% greater 
than last year and 3% larger than 
in May. 

Wholesalers of appliances and spe- 
cialties reported June sales 7% higher 
than in June, 1952 and 5% up over 
May. 

For the six months, sales were 
17% higher than in the first half of 
1952. ‘ 

Their inventories for June were 
22% larger than last year but 2% 
smaller than in May. 


J. R. McCahill 


Henry Valve Realigns 
Midwestern Territory 


CHICAGO—Following the resigna- 
tion of Gordon Wheeler, sales rep- 
resentative, Henry Valve Co. an- 
nounced a realignment of territories 
involving factory salesmen Berthold 
Rossnagel, Dayton; and J. R. Mc- 
Cahill, Chicago. 


Rossnagel will now represent the 
company in Kentucky, Michigan, 
Ohio, West Virginia, western Penn- 
sylvania, Indiana (except Lake 
County), and Ontario, Canada. 

McCahill will travel in [Mlinois, 
eastern Iowa, and eastern Missouri, 
Minnesota, Wisconsin, and Manitoba, 
Canada. 
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in all sizes and connections to meet your every production problem. Any combina- 


Quality Product 
Planning 


tion — flare to copper — male to female or male to male flare. 


reason. 


complete confidence in Liquid Eye. Consult 


Liquid Eye reduces service costs through instant analysis of refrigerant charge. 
Field tested over many years — less than 1 in 2,000 units ever returned for any 
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“153 West Grdnd Ave., ‘Chicege 22, tt.- 
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Laboratory Tests Show 


Roughness of Integral Fin Tube Has No Bad 
Effect on Pressure Drop or Heat Transfer 


LAKE PLACID, N. Y.—-The ‘“‘rough- 
ness" of the inside of copper tubes 
having integral fins has no harmful 
effect on pressure drop or heat trans- 
fer. In some cases, in fact, heat 
transfer is improved. 

These conclusions were made from 
a report on laboratory tests pre- 
sented before the American Society 
of Refrigerating Engineers at its 
semiannual meeting here by V. R. S. 
Arni and J. E. Myers of Purdue uni- 
versity’s School of Chemical and 
Metallurgical Engineering. 

The tube in question has external 
spiral fins formed from the wall of 
the tubing itself. In the process of 
forming the fins, “permanent irregu- 
larities are produced on the internal 
surface of the tube which follow the 
spiral pattern of the external fins,” 
the authors explained. 

Heat transfer and pressure drop 
characteristics of the %-in. and %- 
in. tubes with 19 fins per in. “are 


@ 
vy 


identical with those for smooth drawn 
tubing,” they declared. 

Friction factors for a %-in. tube 
with seven fins per in. are 10% 
higher than predicted for plain tub- 
ing, and a corresponding increase in 
heat transfer ‘would be expected.” 

Tests were conducted by flowing 
water through the tubing, which 
was usually 18 ft. long. Water source 
was a constant head 1,000-gal. tank 
50 ft. above the tubing being tested. 

The water discharged freely into a 
barrel on a weighing platform to 
measure rate of flow. Pressure drop 
measurements were made by a 6-ft. 
glass manometer tapped into the tube 
50 diameters downstream from the 
tube entrance. 


New Johnstown Dealer 


JOHNSTOWN, Pa.-—— South Side 
Appliance has been opened at Frank- 
lin and Haynes Sts. 


11 


Wolverine Tube Names 


Gavigan Representative 


DAYTON J. H. Smith, east- 
central district sales manager of Wol- 
verine Tube Div. of Calumet & Hecla, 
Inc., has an- 
nounced the ap- 
pointment of John 
R. Gavigan = as 
sales representa- 
tive for southern 
Indiana and Ken- 
tucky. 

Gavigan was for- 


merly an_ office 

sales representa- 

tive in the com- 4 

pany’s general g 

sales offices in De- jonny vigan 
troit. > OF 


He will temporarily headquarter in 
the east-central district office, 705- 
706 American Bldg., 4 South Main 
St., Dayton. In the near future he 
will operate from a branch office to 
be established in Louisville, Ky. 


Gahms—Father and Son— 
To Represent Bonney In East 


ALLENTOWN, Pa.-—-A father and 
son team, Philip A. Gahm and Philip 
A. Gahm, Jr., has been appointed 
New England sales representative of 
Bonney Forge & Tool Works, Roger 
O. Bay, sales manager of the Bonney 
tool division, announced recently. 

The Gahms succeed Wallace G. 
Smith, Jr., who has been appointed 
sales engineer with American Asso- 
ciates, Inc., Providence, R. I. Prior 
to joining Bonney, the Gahms rep- 
resented the J. H. Williams Tool Co. 
in New England. 


OES CHANGING THE VALVE 
REALLY GURE THE TROUBLE? 


As you know, changing an expansion valve may remedy a lot of 
trouble in a refrigeration system. But does it really cure it? 

The fellows at the factory will tell you that a large percentage 
of returned valves are OK. This indicates that most troubles 
occurring at the valve may be caused by the stuff passing through 
it. It’s possible that a poor oil in the system is sludging or ‘‘waxing”’ 
and clogging the valve, or that excessive moisture is freezing out 
in it. By changing a valve, you often remedy the trouble, the system 
starts up and you get refrigeration. But the cause still remains 


and sooner or later the trouble returns. Be sure that poor oil is not 
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Pa hee soe, keane etme 


causing the trouble—change to Suniso—the best in refrigeration oils. 


Sold by leading Wholesalers Everywhere 


UNISO ADVANTAGES © provides adequate lubrication 
at all temperatures encountered in service © possesses a high 
degree of stability @ won't throw out wax deposits under low 
temperatures @ has extremely low moisture content @ ‘resists 
formation of corrosive acids and carbon under service conditions 
© separates readily from refrigerant—won’t react adversely 


REFRIGERATION OIL 
A PRODUCT OF SUN OIL COMPANY 
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HOW TO APPLY VALVES 


By A-P Controls Corp., Milwaukee 


This series on valve application data continues with a discussion 
of solenoid valves. Like the others, this instalment is based on ex- 
cerpts from the “Product Application Manual” of A-P Controls 
Corp., and is published with permission. 


Solenoid Valves (3) 


SOLENOID ELECTRICAL 
CONNECTIONS 


Solenoid valves designed for single 
voltage and frequency feature a two- 
wire circuit. No problem is involved 
in making the electrical connection. 
The solenoid coil cover is equipped to 
accommodate a %-in. electrical con- 
duit of either solid or flexible type. 
Coil cover and solenoid coil may be 
easily rotated about the plunger tube 
for ease of electrical connection. 

Solenoid valves for dual voltage 
operation (115/230 volts) feature four 
leads, and their proper connection to 
the electrical circuit is very im- 


portant. Actually a dual voltage coil 
consists of two single voltage coils: 
two 115-volt coils in the case of 
solenoids for 115/230 volt operation. 
When used on 115-volt current, elec- 
trical wiring must be made to connect 
the coils in multiple to assure each 
receiving full line voltage. Dual volt- 
age coils employed on 230-volt circuits 
must be wired to connect the two 
115-volt coils in series so each coil 
will receive no more than the 115 
volts for which it is designed. 
Actually, dual voltage coils are 
wound as one coil with four leads 
identified according to color code. 
Fig. 9 illustrates the dual voltage 
wiring scheme. Details of proper 
connections for both 115-volt and 


230-volt lines are as follows, the lead 
wires on dual voltage solenoids being 
identified by the colors blue, green, 
yellow, and red: 

On 230-volt lines: Connect blue and 
green coil lead wires together. In- 
sulate connection thoroughly. Then 
connect yellow lead wire to one of 
the 230-volt lines and connect the 
red wire to the other 230-volt line. 

On 115-volt lines: Connect both 
the green and the red coil lead wires 
to one of the 115-volt lines. Then 
connect yellow and blue coil lead 
wires to the other 115-volt line. 

Solenoids for direct current opera- 
tion should employ a d.c. condenser 
which is furnished as standard with 
the valve. The employment of this 
condenser will prevent voltage surges 
from causing possible coil burn out 
at the peak of the surge. 


CAPACITY RATINGS 

Capacities of solenoid valves are 
determined by the following factors: 

1. The size of valve orifice. 

2. Pressure differential across the 
valve. 

3. Type of fluid being controlled. 

Solenoid valve capacities are listed 
according to the various fluids which 


230 voir 
Une 
Fig. 9—Dual voltage 
solenoid coil con- 
nectors. 
w * 
"5 VOUT 


the valves are designed to control. 
Capacities are indicated at various 
pressure drops up to the maximum 
recommended for the particular type 
of application. 

In general, valve performance will 
be satisfactory on a particular appli- 
cation if within the range of pressure 
drops indicated in the valve rating 
chart. 


Film Exchange Cooled 


DALLAS -~ Universal-International 
Films, Inc., has occupied its specially 
designed building at 810 South St. 
Paul. The exchange employs about 
70 people. 

The new building was air condi- 
tioned by the Carrier-Bock Co. 
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Advertise in The 


PRE-EXPOSITION SPECIAL 
[SUE of The NEWS 
OCTOBER 6, 1953 
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journey to Cleveland. 


of the business! 


How many people 
how well you publicize them. 


Help PROMOTE 


GET MORE FOR YOUR MONEY! 


SEE MORE PEOPLE! 
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Bo. MANY BUYERS will gang around YOUR booth at the 
ALL-INDUSTRY EXPOSITION in Cleveland? That’s a good 
question. You'll compete with hundreds of other exhibits in the 
biggest show of all time. 


quarters for the industry”). 


Editorial features will include a complete preview of this 
greatest exposition . . . PLUS reasons why subscribers should 


AIR CONDITIONING 
REFRIGERATION 


450 West Fort St.. 


Our editors will do their part to create widespread interest 
and attendance at the Exposition — and traffic to Your booth. 
To do this job they need the imaginative assistance of YOUR 
(bigger-than-usual) advertising. 


Your advertisement in the October 5 issue should bring 
hundreds of extra customers to your booth. Reserve your full 
page or spread now! And plan to make it exciting! Get your share 


Detroit 26, Mich. 


actually see your offerings may depend on 


ATTENDANCE — and buying of your 
products — with a BIG advertisement in the PRE-EXPOSITION 
ISSUE of Am Conprrioninc & REFRIGERATION News (“head- 


The deadline 
for ads in this 


Show Issue 


September 26 


‘News 
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Construction Starts on 
Bush West Coast Plant 


WEST HARTFORD, Conn.—Work 
is underway on the erection of a 
west coast plant for Bush Mfg. Co., 
manufacturer of air condiitoning, re- 
frigeration and heating products. 

The new plant, located in River- 
side, Calif., will be 33,000 sq. ft. and 
is being built on a nine acre plot to 
allow for future expansion. 

The building, which is being con- 
structed to meet company require- 
ments, will be equipped to turn out 
the company’s products in the air 
conditioning and commercial refrig- 
eration fields. Completion is expected 
by Dec. 1. 

Cecil Boling, president of Bush, 
disclosed that the project has been 
under consideration for a year. He 
emphasized that having manufactur- 
ing facilities on the west coast will 
permit the company to speed delivery, 
reduce freight costs, and offer better 
service to their customers in that 
area. 

Boling pointed out that building the 
new plant is another step in a 
planned program of Bush expansion 
designed to kep pace with expansion 
of the industry itself. 

One of the first steps was the open- 
ing of sales offices throughout the 
country about a year and a half 
ago. Previously, Bush products had 
been sold through manufacturers’ rep- 
resentatives. A later stage of expan- 
sion included the establishment of 
warehouses and branch offices in Los 
Angeles and Chicago. 

About a year ago, Bush entered 
the heating field with a line of con- 
vectors, baseboard radiation, indus- 
trial finned radiation, and other heat- 
ing products. To sell and service these 
customers, a separate sales force was 
organized and is still being expanded. 

Most recent and one of the largest 
of the company’s expansion moves 
was purchase of the Heat-X-Changer 
Co. in Brewster, N. Y., which became 
a wholly-owned Bush subsidiary. 


Tantalum Readily 
Available for Use 
In Refrigeration 


FLUSHING, N. Y. — Tantalum 
strip, precision-rolled to “very close 
tolerances” and to thin gauges and 
foils, for use in the manufacture of 
refrigerating, air conditioning, heat- 
ing, and plumbing equipment, is now 
readily available from the Industrial 
Div., American Silver Co., Inc. here, 
the company announced. 

Tantalum, described as “an ex- 
tremely non-magnetic and corrosion 
resistant metal, with tensile proper- 
ties comparable to cold-rolled steel,” 
is custom rolled by this company in 
strip up to 6 in. wide and down to 
.0005 in., to tolerances as close as 
+.0001 in., according to the announce- 
ment. The strip is available in any 
quantity from 1 lb. to thousands of 
pounds. 

Typical uses cited for tantalum 
strip in the refrigerating, air condi- 
tioning, heating, and plumbing in- 
dustries include: heat transfer equip- 
ment—-heat exchangers, coolers, con- 
densers; thermometer wells; acid 
proof equipment; electronic controls; 
signal and alarm systems; timing de- 
vices. 

The tantalum strip is processed on 
precision 2-High, 4-High, and Send- 
zimir rolling mills, the latter being a 
12-High cluster-type mill capable of 
rolling at 300 f.p.m. Final slitting to 
close tolerance widths is performed 
by precision gang slitters. 


Don Reed Appointed 
Trane Export Manager 


LA CROSSE, Wis. — Appointment 
of Don Reed as export manager for 
The Trane Co. has been announced 
by E. A. Cline, general sales man- 
ager. 

Reed has a B. S. degree in engi- 
neering from Princeton university and 
a M.B.A. degree from the University 
of Pennsylvania. He was associated 
with the Convector Sales Dept. of 
Trane prior to his recent service in 
the U. S. Navy. 


Hotel 50% Air Cooled 


DURHAM, N. C.—The Durham 
hotel here is now 50% air conditioned 
in all guest rooms, according to E. I. 
Bugg, president. 
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AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 31, 1953 


ROOM COOLER GROUP SEEKS AID IN FIGHT 
ON ‘CHAOTIC CUT-RATE CONDITIONS’ 


Air Conditioning Sales & Service 
Dealers Organization 
102 W. 64th St. 
New York 23, N. Y. 


Editor: 


Please find enclosed copy of a letter 
sent to all room cooler manufacturers 
and distributors for the New York 
area. 

The members of our organization 
are the leading servicing dealers of 
New York and since we feel that it is 
of utmost importance to improve the 
present market conditions for room 
coolers, we would appreciate it very 
much if you would publicize the en- 
closed letter (to the manufacturers 
and distributors) in the AIR CONDI- 
TIONING & REFRIGERATION NEWS. 


Gentlemen: 

An analysis of the market condi- 
tions in reference to sales of room 
air conditioners proves without any 
doubt that air conditioning has 
started to follow the same destruc- 
tive path as radio, television, and | 
many other appliances. 

The following chaotic cut-rate con- 
ditions threaten our very existence 
and must lead to ultimate disaster for 
all dealers. 

Through open advertising in news- 
papers, circulars, and quotations over 
the telephone, an average market 
price of from $10 to $15 above our 
wholesale prices of room coolers was 
generally established throughout the 
whole 1953 season, even at times of 
imminent and prevailing shortages. 

This amounts to gross profits of 3 
to 5%. 

Plumbers, electricians, servicemen, 
luggage and typewriter dealers, sta- 
tionery stores, etc., purchased single 
units from distributors regardless of 
their qualifications, competence, or 
knowledge of this business. 

They frequently sold these units to 
their customers at cost as a means 
of advertising their main business. 
Others, working frequently from their 
homes without overhead and dis- 
regarding their service obligations, 
were satisfied to take $10 profit per 
unit. 

Well-known cut-rate houses were 
supplied with room coolers at prices 
far below our own cost. 

Out-of-town distributors’ trans- | 
shipped the units to New York City | 
and sold them directly to the con- | 
sumer, by-passing New York dis- | 
tributors and dealers. | 

In spite of these prevailing condi- | 
tions we are approached by the man- 
ufacturers long before the start of | 


each new season to buy room coolers 
in quantities, in advance, thereby 
taking the following additional risks: 

1. The great influence of weather 
and general economic conditions on 
the market price. 

2. Limitations and even prohibition 
of installations by state and city regu- 
lations, (like the Labor Department 
window cleaning regulations); Build- 
ing Department (restrictions in ex- 
tension of units beyond building line) ; 
Department of Electricity (requiring | 
special wiring), etc. 

3. The unknown qualities of the 


MORE INFORMATION? 
Use Handy Coupon 
on “What’s New” Page 
Use Key No. for fastest service. 


APPLIANCE 
WIRING SYSTEMS 


CUSTOM ENGINEERED TO REDUCE 
YOUR ASSEMBLY COST 


Streamline production with Riverside wiring harnesses! 
These neat “packaged units,”’ engineered for accurate, 
easy installation by unskilled assemblers, make pos- 
sible the efficient hookup of a single enit installation to 
your product. We design and manufacture them in any 
required arrangement, including necessary terminals, 
relays, limit switches, push-button stations, circuit 
breakers, junction blocks, etc. Engineering and Ex- 
perimental departments at your service, without obli- 
gation. Call us or send details of your problem for 
prompt design recommendations and a firm quotation. 


RIVERSIDE MANUFACTURING @& 
AND ELECTRICAL SUPPLY COMPANY 


10233 Michigan Ave., Dearborn, Mich., Tiffany 6-6800 
WIRING HARNESSES AND ASSEMBLIES « CORD SETS * HEATER 
AND EXTENSION CORDSeSWITCHES «MOLDED RUBBER PRODUCTS 


new models, if bought in advance. 

We servicing dealers can only 
draw the conclusion, from the above 
mentioned facts, that the manufac- 
turers or distributors want to unload 
their products in large quantities as 
soon as possible before the season 
starts, without regard for the servic- 
ing dealers. 


The following are only a few rea- 
sons of vital importance for the 
manufacturer to keep these dealers 
alive: 


1. Recommendation and promotion 
of your products by us has proved to 
be of greatest advertising value, 
more so than newspaper, radio, tele- 
vision, etc. 


2. Assurance of good and personal- 
ized service. 

3. The sales through § servicing 
dealers places your products on a 
higher level! above the average ap- 
pliance and in the category of real 
Air Conditioning. 

Considering the above advantages 
to the manufacturer, we feel that we 
should receive better treatment so 
that we can be kept alive and work- 
ing for you. 

We suggest that we try together 
to find some solution for all these 
problems, for instance: 

1. Preferred treatment of estab- 
lished responsible servicing dealers 
and consideration of their great ex- 
penses and overhead for maintaining 
a service department. 

2. Prevention of open advertising 
at cut-rate prices. 

3. Safeguard against transshipping 
of units. 

4. Territory protection, etc. 

We would appreciate it very much 
if a committee of our organization 
would meet with one of your execu- 
tives as soon as possible, before the 
preparations are made for the next 
season, 

EMIL FLEISCHER, 
Vice president 


Abandoned Refrigerator Discussions - - 


(Concluded from Page 1, Column 4) 


get at them. When found the doors 
are removed or the boxes destroyed. 
The women’s division of the safety 
council has agreed to make a special 
project of enlisting housewives in the 
campaign to ferret out death traps. 

In Jamestown, N. Y., Mayor Stan- 
ley A. Weeks has asked the city dump 
manager to check all refrigerators 
brought to the dump in the future 
and see that doors are removed. He 
also appealed to home owners to re- 
move the doors before abandoning 
old boxes. 

Lewis Cole, president of the RSES 
chapter in Columbus, Ga., reports that 
35 volunteer workers are scouring the 
Columbus area for old refrigerators. 
They have removed hinges from 12 
such units so far. They have appealed 
to the public to notify the society of 
the location of abandoned boxes. As 
an additional step, warning placards 
are in all schools and fire stations. 

Washington, D. C., Detroit, Berkley, 
Mich., and Alexandria, Va., are cities 
that are now considering passing a 
law requiring owners to remove doors, 


hinges, or latches from abandoned 
refrigerators. 

The proposed Washington, D. C. 
ordinance attempts to protect dealers 
and distributors who store refrigera- 
tors in areas where children might 
trespass by eliminating from the ordi- 
nance areas that are “attended.” 

The Institute for Safer Living of 
the American Mutual Liability Insur- 
ance Co. of Boston issued a statement 
placing the responsibility for guard- 
ing children from the abandoned re- 
frigerator danger on the parents 
themselves. It is up to them to see 
that latches are removed. 

Myron Miller, executive secretary 
of the Refrigeration Industry Safety 
Advisory Committee, expanded the 
responsibility to include all adults. 

A suggestion was offered by Walter 
J. Miska of Miska Furniture Shops 
of Fall River, Mass., that the proper 
approach was to educate the children 
to stay out of old refrigerators. He 
thought that “Howdy Doody,” comic 
books, and school teachers might be 
enlisted to bring home the dangers 
to the children themselves, 


Clip this ad and post on your door, window, or bulletin board. 
He}p in the fight against this child killer. Reprints are available 


from Arr Conpirioninc & REFRIGERATION News. 


DON’T KILL 
A CHILD! 


Detroit News Photo 


Destroy Junkers—Don’t Abandon Them! 


Air Conditioning & Refrigeration News, 450 West Fort Street, Detroit 26, Michigan 
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Wanda Wells points to death 
trap that killed 6-year-old Michael 
Freeman (r.) in Detroit. 


Michael Freeman was killed at 
play, when he crawled into an 
unused refrigerator stored on a 
back porch. The door swung shut 
and Michael was found suffocated 
three hours later. 


BEFORE you put an old refrigerator outdoors 


REMOVE 
* Doors 


* Latches 


When storing refrigerator inside 


* Seal It Closed 
* Turn Door to Wall 


Detroit News Photo 
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PATENTS 


Week of March 17 
(Continued) 


2,631,442. AUTOMATIC DEPROSTING 
SYSTEM AND ASSEMBLY. Cyril Melcher, 


A refrigerating system and defroster 
comprising a refrigeration line consisting 
of tubing having portions thereof bent to 
form a coil, the convolutions of which are 
straight throughout the length of the coil 
and extend horizontally in a single ver- 
tical plane one above another in spaced 
parallel relation to each other and con- 
nected at their ends by arcuate portions 
of the tubing, a compressor connected with 
ends of said refrigeration line and serv- 
ing to circulate a cooling medium through 
the refrigeration line, a defrosting line 
consisting of tubing having portions bent 
to form a coil, the convolutions of which 
are straight throughout the length of the 
coil and extend horizontally and longi- 
tudinally of the convolutions of the coil 
of the refrigeration line and are located 
directly between and in spaced parallel 
relation to the said convolutions of the 
refrigeration line and at their ends are 
connected with each other by arcuate por- 
tions of the tubing, a container for a de- 
frosting medium, a pump for withdrawing 
the defrosting medium from said con- 
tainer supported thereon and forcing the 
defrosting medium through the defroster 
line, the outlet end of the defroster line 
communicating with said container 


through the top thereof, a heater in said 


AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 31, 1953 


container, motors for individually driving 
said compressor and said pump, a switch 
for controlling operation of said motors 
adapted for shutting off the motor for the 
compressor when the motor for the pump 
and the heater in circuit therewith are 
started, and thin plates disposed vertically 
and spaced from each other longitudinally 
of the coils and formed midway their 
width with openings through which the 
convolutions of the said coils pass in 
close fitting contacting engagement with 
the plates. 


2,631,443. ABSORPTION REFRIGERA- 


1. In a refrigerator comprising a cabi- 
net having segregated compartments, an 
absorption refrigeration system including 
an adsorption solution circuit and a gas 
circuit comprising an absorber and one 
or more cooling elements in which refrig- 
erant fluid evaporates in the presence of 
an inert gas and conduit means for con- 
ducting inert gas enriched in refrigerant 
from the latter to said absorber, at least 
one of said cooling elements being ar- 
ranged to abstract heat from one of said 
compartments which is employed for freez- 
ing purposes and may cause formation of 
frost due to the refrigerating effect pro- 
duced thereby, a system for heat transfer 
fluid having a vaperization portion ar- 
ranged to abstract heat from another of 
said compartments and a heat rejecting 
portion in heat conductive relation with 
said conduit means, said_ refrigeration 
system including means for supplying 
warm absorption solution to said one cool- 
ing element which is operable to cause 


melting of any frost which may be formed, 
said conduit means serving to conduct 
such absorption solution from said one 
cooling element to said absorption solu- 
tion circuit, and said conduit means at 
the region said heat rejecting portion is 
in heat conductive relation therewith being 
thermally segregated from said other com- 
partment, said heat conductive relation 
being so constructed and formed that any 
increase in temperature of said other com- 
partment resulting from flow of absorp- 
tion solution through said conduit means 
is substantially negligible. 


2,631,557. MACHINE FOR MAKING RE- 
PRIGERATOR LINERS. Lester U. Larkin, 
deceased, late of Harvey, Ill, by Dorothy 


1. A machine for making refrigeration 
evaporators from containers, comprising a 
table structure, mechanism for elevating 
the table structure, a truck movable on 
the table structure and adapted for carry- 
ing a container, means for moving the 
said truck on said table structure, means 


for periodically swinging said _ truck 
through successive arcs on the table 
structure, means for feeding a channel 
strip to a station adjacent said container 
at a strip delivery rate corresponding with 
the movement of said truck, and seam 
welding apparatus at said station for 
welding said strip to the container while 
the latter is being elevated, moved and 
swung periodically, whereby a helical con- 
duit is formed around said container. 


2,631,781. HEATING AND COOLING 
CONTROLLER. Earnest J. Dillman, De- 
troit, Mich., assignor to Detroit Controls 
Corp., Detroit, Mich. 

4. In a flow controlling valve, a valve 
casing having an inlet and an outlet, said 
casing having an interconnecting passage- 
way comprising a guide portion of reduced 
diameter and a passageway portion of en- 
larged diameter forming therewith a 
shoulder, a movable valve seat member 
slidably guided in said guide portion, said 


and Air 


win extra business! 


somebody else’s! 


15, 1953. 


ing order [_]| 


Never can tell when an Unexpected 
Buyer will consult this standard in- 
dustry reference book. And you'll 


Plan now to strike it rich . 
earn additional profits . . . from 
buyers who are new to our field. Use 
liberal advertising space to illumi- 
nate the sales features of your prod- 
uct. Then that Unexpected Buyer 
may fall into your lap, instead of 


We need more information before plac- 


Rates: 1 page, $300; 2 pages, $550; 1% 
page, $190; 14 page, $110; color $100. 
Mechanical Requirements: Page size: 
434” x 7%"; \% page: 434” wide x 
354” deep; 44 page: 434” wide x 134” 
deep. Halftones: 110 screen. BY (INDIVIDUAL) .. 


Alr Conditioning & Refrigeration News «¢ 450 West Fort St., Detroit 26, Mich. 


Find the \nexpected Buyer 


Youre THE WINNER! Your com- 
pany will receive a free listing in 
the 1954 edition of the Refrigeration 
Conditioning Directory. 


Your advertisement in the 1954 edition of the Directory provides you with 
a year-round on-the-spot salesman WHEN and WHERE purchasing decisions 
are made. A small investment in Directory advertising may bring you thousands 
of dollars of orders from new customers! ACT TODAY. Return the attached 
order form to insure the best possible position. 


Here is our ADVERTISING SPACE RESERVATION 
for the 1954 Edition of the 


REPRIGERATION and ATK CONDITIONING DIRECTORY 


Reserve following space: ...... pages .... % pages .... 14 pages .... [_] color 
Copy instructions or plate will reach you by (date) .............2020ee eee. 
We understand copy deadline is Sept. 


STREET 


COMPANY NAME .... 


valve seat member having a surrounding 
flange at one end extending into said en- 
larged passageway portion, a valve mem- 
ber having two valve surfaces co-operable 
with said valve seat member to control 
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flow through said passageway, one of said 
valve surfaces cooperating with said valve 
seat member when moved to one position 
to close said passageway upon valve mem- 
ber movement in one direction, the other 
of said valve surfaces co-operating with 
said valve seat member when moved to 
another position to close said passageway 
upon valve member movement in the op- 
posite direction, means limiting valve 
member movement in one direction, a heli- 
cal spring surrounding said valve seat 
member in said enlarged passageway por- 
tion and compressed between said flange 
and said shoulder to hold said valve seat 
member initially in one postion, a thermo- 
static power element responsive to the 
temperature of fluid on the inlet side of 
said valve and operable to move said 
valve seat member to said one position or 
said other position to determine whether 
said valve will be opened or closed for a 
given direction of valve member move- 
ment, a thermostatic power element for 
moving said valve member comprising 
means enclosing a thermal expansive fluid 
in a power element chamber, two mov- 
able wall members in said chamber, one 
of said wall members being connected to 
said valve member and operable to move 
the same in response to expansion of said 
thermostatic fluid, a bulb element having 
an interconnecting conduit opening into 
said chamber and operable to respond to 
temperature external of said valve casing 
and to transmit fluid expansion to said 
chamber, the other of said wall members 
being adjustably movable to determine the 
volume of said chamber and thereby to 


@ determine the temperature of response of 


said power element, and spring means re- 
sisting movement of said other wall mem- 
ber and operable to permit movement of 
the same to provide for additional expan- 
sion of said chamber after said one wall 
member has been moved to the limit of 
valve member travel. 


2,631,829. AIR AND LIQUID CONTACT 
APPARATUS. Thomas W. Carraway, 
Dallas, Tex. Application Dec. 24, 1947, 
Serial No. 793,713. 4 Claims. (Cl. 261—26.) 
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1. In air and liquid contact apparatus, 
a duct; equipment for moving air through 
said duct; a tank for containing evapora- 
tive liquid; equipment for taking evapora- 
tive liquid from said tank and dispersing 
said liquid in the air stream flowing 
through said duct with consequent loss 
of evaporative liquid by evaporation in 
the air moving through said duct; a con- 
duit for supplying make-up evaporative 
liquid to said tank to replenish the liquid 
lost by evaporation; a reservoir for treat- 
ing liquid; and aspirator type injector in- 
terposed in said conduit; a direct connec- 
tion between said reservoir and said in- 
jector through which treating liquid is 
continuously introduced into said tank 
during supplying of make-up evaporative 
liquid to said tank, the injection of the 
make-up evaporative liquid constantly ap- 
portioning the amounts of make-up evapo- 
rative liquid and treating liquid delivered 
to the tank; and means responsive to 
lowering of the level of the treating liquid 
in said reservoir for stopping operation 
of at least one of said equipments. 


2,631,830. AIR CONDITIONING APPA. 
RATUS. Thomas W. Carraway, Dallas, 
Tex. Application March 17, 1949, Serial No. 
81,880. 2 Claims. (Cl. 261—28.) 

1. A sectionally constructed portable air 
conditioning unit, comprising a bottom 
casing section including a tank for eva- 


ea 


porative liquid; means carried by said 
bottom section for picking liquid up from 
said tank and discharging it in dispersed 
form above said bottom section; an inter- 
mediate casing section provided at its 
lower end with an inwardly offset, down- 
wardly extending flange which fits inside 
of said bottom section, and with a hori- 


s 
bad ' 
2 > 
“. i” b 
e ~~ a ~ 
s 
o 7 
_ 
«. 
# a 
4g 8 we vw” 4 
oz ’ ] oO 
e? ii\| Ay | é 
“a 1111) ‘4 
- ee ” 
74 
e 4 
4 
ao 
+ - “e m4 ad 
én 
be « 
6 


zontal shoulder which fits down on the 
top edge of said bottom casing section; air 
inlet openings in the lower part of said 
intermediate section; a throat member 
mounted in said intermediate section above 
said inlet openings; a series of vertically 
extending baffles carried by said throat 
member and extending downwardly past 
said inlet openings; a reticulated mat 
mounted within said intermediate section 
and supported removably on said throat 
member; a top casing section provided 
at its lower end with an inwardly offset, 
downwardly extending flange which fits 
inside of said intermediate section and 
with a shoulder which fits down on the 
top edge of said intermediate section, and 
provided at its upper end with an in- 
wardly offset upwardly extending flange; 
air outlet openings in said top section; an 
inverted frusto-conical end section 
mounted within said top section with its 
base uppermost and secured to said top 
section immediately above said air outlet 
openings; a motor mounted on top of said 
end section and having a vertical shaft 
extending downwardly therethrough; a 
fan on said shaft below said end section; 
and a cover section having a vertical wall 
portion which fits over the upwardly ex- 
tending flange on said top casing section. 


DESIGNS 


169,027. REFRIGERATOR OR THE 
LIKE. Ronald M. Cleveland, Los Angeles, 
Calif., assignor to Rheem Mfg. Co., Rich- 
mond, Calif., a corporation of California. 
Application April 28, 1952, Serial No. 19,508. 
Term of patent 34g years. (Cl. D67—3.) 
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The ornamental design for a refrigerator 
or the like, substantially as shown and 
described. 


OUTSTANDING 
CONTRACT PLANT 
FACILITIES 
AVAILABLE 


Large plant in small Midwestern 
community, with favorable labor 
market, has contract time avail- 
able for substantial manufactur- 
ing volume. Outstanding facili- 
ties for cabinet sheet metal, 
assembly work and refrigeration 
background, including new, 
modern bonderizing and high 
bake enameling equipment, porce- 
lain facilities, deep drawing 
presses with large bed plates. 
Operations also include complete 
engineering staff, with labora- 
tory and testing facilities, hot 
room with controlled humidity, 
many other important facilities. 
Convenient to Chicago and St. 
Louis markets. Excellent railroad 
connections with 12 car siding. 
Address Box 4371, Air Condi- 
tioning & Refrigeration News. 


Subscribe Now 


Receive the greatest trade paper in the Industry—-Air 
Conpirioninc & Rerriceration News. Published every week. 
Brings you latest news and vital information on household 
refrigeration, commercial refrigeration, air conditioning, 
home freezers; manufacturing, distributing, retailing, servic- 
ing, and contracting. Only $5 per year, 52 issues. 


Fill in coupon and mail today 


AIR CONDITIONING & REFRIGERATION NEWS 
450 West Fort Street, Detroit 26, Michigan 


Gentlemen: Send the NEWS for one year. 
[] $5 enclosed [] Bill me [) Bill the company 
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and their solution 


by Paul Reed 


Refrigeration Problems 


For Service and Installation Engineers 


Paul Reed 


Painting A 
Compressor 


Question: 

My boss used to be in the Navy 
and does he like things ship-shape 
and spick-and-span! You should see 
our shop! You could almost eat off 
the floor. And everything in its place, 
and a place for everything. Our 
trucks are painted white and we all 
wear white coveralls. You’d think 


it was a dairy from appearances. 

He and the salesmen even bring 
customers back to the shop; like 
showing the kitchen to restaurant 
customers, I guess. It goes over big 
too. It seems to make the customers 
feel that if we are so neat and clean 
in the shop, we must be neat and 
careful in our work. 

They are right at that. The boss is 
a stickler for good workmanship, and 
quality too. But above all, everything 
must be clean and neat. Since I came 
here, he has fired two men for being 
sloppy. They were pretty good me- 
chanics too. 


CLASSIFIED ADVERTISING 


“Positions Wanted” $5.00 
Limit 50 words. 10¢ per 


RATES for 
per insertion. 
word over 50 

RATES for all other classifications $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

ADVERTISEMENTS set in usual classi- 
fied style. Box addresses count as five 
words, other addresses by actual word 
count. Please send payment with order. 


POSITIONS WANTED 


SALES ENGINEER—graduate engineer 
‘43, master’s degree in business adminis- 
tration °53 (evenings). 44% years’ selling 
experience in packages and varied ap- 
plications of air conditioning and refrig- 
eration equipment. Familiar with subcon- 
tracts and contracting. Willing to travel 
and relocate. BOX 4377, Air Conditioning 
& Refrigeration News. 


POSITIONS AVAILABLE 


CARRIER DISTRIBUTOR wants man to 


engineer jobs up to 100 tons. Surveys, 
drafting, equipment, design, estimates, 
proposals, sales, and supervision. Start- 


ing salary $3,500 to $5,000 depending on 
your experience. Provide complete quali- 
fications in letter; pictures returned. Sell- 
ing not required but sales opportunity 
exists). BETLEM AIR CONDITIONING 
CO., 1926 East Ave., Rochester 10, New 
York. 


WANTED—AIR CONDITIONING engineer 
with sales ability—3 to 5 years’ experi- 
ence in air conditioning field—large ton- 
nage central plant know-how—salary $6,500 
to $7,800, plus commission, with oppor- 
tunity to become active member of firm. 
Call for appointment WH 4-7642—KOOL- 
ERAIRE CONDITIONING CO. INC., 111 
Wall St., N.Y.C. Factory Franchised 
Westinghouse Distributors. 


WANTED: AMERICAN air conditioning 
engineer for Baghdad, Iraq, on two-year 
contract. Practical experience essential. 
For details, write air mail to KUMAIT 
co., LTD., P. O. Box 130, Raghdad, Iraq. 


SERVICEMAN WITH at least 5 years’ 
commercial refrigeration field experi- 
ence, wanted by York distributor for in- 
stallation and service work. Year-round 


job with good pay, in nice climate, for 
qualified man. Write C. E. ROTH RE- 
FRIGERATION ENGINEERS, 638 North 


“O"’ Street, Pensacola, Florida. State age 
and details of experience. 

WANTED: MANUFACTURERS’ represen- 
tatives with established trade calling on 
air conditioning and refrigeration jobbers 
and dealers. We are offering a line of air 
conditioner covers. Several territories open. 
In applying, give references and lines now 
being sold. TULSA CANVAS PRODUCTS, 


INC., 1217 East Fourth Street, Tulsa, 
Oklahoma. 
WANTED: DISTRICT managers. Posi- 


tions are now open in our organization 
for two experienced air conditioning sales 
engineers, to cover established territories 
from headquarters in Atlanta, Georgia and 
Memphis, Tennessee. Salary, expenses, 
and realistic income plan. Must be able 
to design and lay out heating and cool- 
ing systems, and to find, develop, and or- 
sales outlets for packaged 


ganize dealer 
air conditioning units, year-round units, 
and heat pumps. Please apply only if 


your present position is not providing an 


income commensurate with your highest 
level of ability. All replies strictly con- 
fidential. Submit full details of your quali- 
fications, experience, present remunera- 
tion, and a recent photograph. All ap- 
plications from men with high level ex- 


perience will be answered. Address replies 
to TYPHOON AIR CONDITIONING CO., 
INC., 794 Union Street, Brooklyn 15, New 
York. 


REFRIGERATION ENGINEERS: Open- 
ings with nationally-known refrigeration 
manufacturer. Hermetic compressor de- 
sign experience necessary. Jobs are lo- 
cated out of town, with a progressive, 
long-established firm, well known in the 
industry. Send resume with small photo. 
Confidences fully respected. Our employees 
know of these openings. BOX 4364, Air 
Conditioning & Refrigeration News. 


INDUSTRIAL REFRIGERATION and air | 


conditioning service and erection me- 
chanics wanted for eastern Pennsylvania 
area by one of the leading firms. Steady 
work, highest rates; prefer union card- 
holders. Reply to BOX 4365, Air Condi- 
tioning & Refrigeration News. 
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SERVICE MANAGER. A _ Detroit firm 
with over 30 years’ experience in com- 
mercial air conditioning and distributor 
for well-known line of air conditioning 
has an opening for the right man with 
field and supervisory experience to expand 
its present service organization. BOX 
4372, Air Conditioning & Refrigeration 
News. 


WANTED: MANAGER, by commercial re- 
frigeration and air conditioning firm es- 
tablished 22 years in a rapidly growing 
New Jersey territory. Franchised for na- 
tionally-known products. Twenty-five em- 
ployees at present. Must be competent to 
take complete charge of sales, service, in- 
stallations, accounting, and administra- 
tion. Owner anxious to retire within few 
months. Can offer attractive proposition 
to right party. Write full particulars to 
BOX 4373, Air Conditioning & Refrigera- 
tion News. 

REFRIGERATION MECHANIC: All- 
around experience, commercial and do- 
mestic, who can hold customers. The men 
who most fit our needs seem to come 
from experience in their own shops. Re- 
lief from 24-hour responsibility but still 
have opportunity to use initiative. Must 
be neat, 100% sober. Southern California, 
near Los Angeles. BOX 4374, Air Condi- 
tioning & Refrigeration News. 


WANTED: ACCOUNTANT, | full charge. 
Experience in refrigeration service and 
sales operation desirable. Future for self- 
starter with initiative. Good detail work 
essential. Locate in southern California 
near Los Angeles. Old, established firm. 
BOX 4375, Air Conditioning & Refrigera- 
tion News. 
SALES. ENGI NEERS—We need men with 
experience in application, estimating, and 
selling refrigeration and air conditioning 
equipment. We mant men who are now 
doing a good job, but who would prefer 
to work in Columbus, Ohio. Submit 
resume of experience and references, BOX 
4376, Air Conditioning & Refrigeration 
News. 


SALES REPRESENTATIVES wanted. Na- 
tionally-known refrigeration equipment 
manufacturer has number of highly pro- 
ductive territories open in ice cream in- 
dustry—unlimited earning possibilities. 
Write fully—furnish references, All replies 
confidential. BOX 4378, Air Conditioning 
& Refrigeration News. 


EQUIPMENT FOR SALE 


BRAND-NEW GENERAL ELECTRIC fan- 
cooled hermetic units at tremendous sav- 
ings! Model SA6AM1 and SA6AL1 (% hp.) 
$34.00. Model SA4AL1 (%4 hp.), $37.00. 
Also, brand-new completely-assembled 
home refrigerator kits, consisting of % 
hp. Tecumseh unit, evaporator and capil- 
lary, only $40.00. Write MANN REFRIG- 
ERATION SUPPLY COMPANY, 440 La- 
fayette Street, N. Y. C., or phone 
GRamercy 3-8000. 


| ATTENTION SERVICEMEN — Send for 


1953 Catalog. Relays, expansion 
controls, dehydrators. V_ belts 
open & hermetic units. All new mer- 
chandise at great savings up to 50%. 
Sold on Money Back Guarantee. WALTER 
W. STARR REFRIGERATION, 2833 Lin- 
coln Ave., Chicago 13, Illinois. 


BUSINESS OPPORTUNITIES 


our 
valves, 


TO SETTLE estate: Profitable wholesale 
and retail washer parts and appliance 
business, with outstanding service con- 
tracting department. Located in Florida's 
largest trading area. Will keep accounts 
receivable and sell inventory at cost. Pur- 
chase agreement can be arranged for ap- 
proximately $5,000.00. Address replies to 
3714 SAN PEDRO, Tampa, Florida. 

FOR SALE: Long-established butcher 


supply and equipment business in south- 
western New York and northwestern Penn- 
sylvania. Hussmann Refrigeration, U. S. 
Slicing Machine Co., and Bulman Fran- 
chises; plus a complete line of butchers’ 
and grocers’ supplies. Must sell on ac- 
count of old age, at inventory price. Ap- 
proximately $10,000.00. BOX 4366, Air 
Conditioning & Refrigeration News. 


NORGE SEALED units remanufactured or 
exchanged. Immediate delivery from stock. 
2 year warranty. Freon refrigerant. Write 
for prices and shipping instructions. 
Genuine Norge terminals for Norge sealed 
units. Sets of three, $115 plus . 
MODERN REFRIGERATION CO., INC. 
12541 E. McNichols Road, Detroit 5, Mich 
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It must pay off though. There are 
nine of us in the service department 
now and there were only four besides 
me (I’m the shop man) when I 
started to work here only three years 
ago. 

Where I worked before, we didn’t 
have to be so finicky. Nobody got ex- 
cited if we left a few fingerprints on 
the refrigerator or some oily spots 
on the kitchen linoleum. Here, the 
outside men carry cloths to put on 
the floor and clean rags to wipe things 
off with. 

I've got no quarrel with all that. 
I’m convinced that it’s good business 
to be neat. I believe that the boss’ 
success is due to a great extent to the 
white trucks, white uniforms, and our 
reputation for neatness, good work- 
manship, and high quality. 

Everything that we repair or over- 
haul in the shop has to go out look- 
ing like new. Our spray booth is 
about the busiest part of the shop. If 
they look scratched up, even motors 
and controls get repainted. 

A couple of years ago, I got the 
idea of putting in a bright-dip tank. 
That made a hit with the boss, for 
we can clean up the fittings and other 
parts that are tarnished and corroded, 
and make them look like new. 

It has saved us some money too; 
not only in salvaging some parts that 
we couldn‘t have used otherwise, but 
also in labor. It takes a lot of time to 
clean things up on a wire wheel and 
burnisher. We're putting in a bigger 
bright-dip tank soon, so that we can 
put some larger pieces in it. 

But what caused me to write you 
is this: I think that the boss goes too 
far with some of this painting busi- 
ness. He insists that we use a heavy 
enamel on compressors, so that it 
gives a nice smooth finish and covers 
up the rough iron surface. 

I think that the thick coat of 
enamel keeps the compressor from 
cooling off as it should. 

Am I right, or does it make any 
difference, or at least enough differ- 
ence to amount to anything? 

So far, I have been able to con- 
vince him that we shouldn’t repaint 
air-cooled condensers. That was one 
reason for building a bigger bright- 
dip tank. Also, I have a spray gun on 


which I use 100 pounds of air to 
spray condensers with an Oakite solu- 
tion. It cleans them quickly. 


But he insists that I paint water-— 


cooled condensers with that same 
heavy enamel. I suppose that is all 
right, though, for the water does the 
cooling. 

I told him that I was going to 
write you, and he said O.K. I would 
appreciate your comments. 

Answer: 

Congratulations to your boss! It is 

evident that not only is he quality 


All Larkin refrigeration and air 
conditioning equipment is designed 
to give peak performance at low 
operating costs, whatever the re- 
quirements. The same organization 
that produced the original, pat- 
ented cross-fin coil maintains a 
constant effort for better, more eff- 
cient design. Just one more reason 
why Larkin leads. 

* 
Manufacturers of the original Cross-Fin Coil 
© Humi-Temp Units « Frost-O-Trol Hot Gas 
Defroster « Evaporative Condensers ¢ Cooling 
Towers « Air Conditioning Units and Coils 
* Direct Expansion Water Coolers ¢ Heat 
Exchangers © Disseminator Pans. 
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LARKIN EOILE 


519 MEMORIAL DR.,5.£. + ATLANTA, GA. 
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and cleanliness conscious, but he is a 
shrewd businessman. Neatness, clean- 
liness and orderliness inspire con- 
fidence, and confidence is one of the 
greatest assets and business builders 
a company can have. 

It is no accident or luck that he 
has succeeded in building his busi- 
ness. He would probably have suc- 
ceeded in almost any other business 
in which he came into direct contact 
with and rendered a service to the 
user. 

Old-timers can remember that 
when automobiles first came into use, 
the user had to go to a garage to get 
his gasoline and oil. The garage was 
often dirty and cluttered up, and the 
floor greasy and slippery. 

A mechanic crawled out from under 
a car with his clothing and hands 
greasy and dirty. When he got done 
with putting in gas and checking the 
oil and water, the car needed wash- 
ing. 

Then the filling station appeared. It 
was clean and well kept. The attend- 
ants wore uniforms and changed them 
frequently. Not only did they not soil 
the car themselves, but they cleaned 
the windshield. Their service was 
prompt and quick. 

Who got the gasoline and oil busi- 
ness—and later, accessories? Quite 
naturally it went to the filling sta- 
tions. 

Fortunately, the garages have 
changed since those days. Now, most 
of them are as neat and clean as the 
filling stations, and are a credit to a 
lot of our refrigeration shops. 

Every refrigeration and air condi- 
tioning dealer or independent service 
company should take a look at his 
own establishment. Are his windows 
clean, and if there are any products 
displayed in them, have they been 
dusted lately? 

Is his display room well-lighted, 
well-ventilated and inviting? Would 
he be ashamed to have his customers 
go into his shop, and would it be 
safe for them if they did? 

His service cars are in the eyes of 
the public daily; are they good ad- 
vertisements? Are his men neat, and 
do they change their coveralls fre- 
quently ? On the customers’ premises 
are his men courteous and careful, or 
do they scar the walls or floors, mov- 
ing equipment in or out? Before they 
leave, do they clean up after them- 
selves, or do they leave scraps lying 
around, and smudges on the refriger- 
ator or walls? 

Do their repaired parts look rebuilt 
or just tinkered with? It’s a lot easier 
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a long last!! 


ACIDIZING 
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Buchanan Refrigeration Serv- 
ice (0f Redwood City) made 
the Broadway Market instal- 
lation. Poreman's (of Bel- 
mont, Calif.) made the pho- 
tographs. 
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KEN-EVIS COMPANY 
11146 E. Whuner, ‘ox 9.2211 


KNUPPE & WRIGHT 
220 8 46th Se SBT RIA 


to get a good price for equipment 
that looks like new or rebuilt, than if 
it was just repaired—maybe looks 
worse than it did before it was 
worked on. 

So again—heartiest congratula- 
tions to your boss. He is undoubtedly 
a good businessman, and he is prob- 
ably a good man to work for. 


PAINTING COMPRESSORS AND 
CONDENSERS 


However, you are right about the 
paint. It would be better to use a 
thinner paint on the compressor. All 
that is necessary is to “color” the 
compressor. Improving the surface 
finish is not worth the loss in the 
efficiency of the compressor by cover- 
ing it up with a thick, insulating coat 
of heavy enamel or paint. 

A compressor should be able to 
radiate as much of its heat of com- 
pression and friction as it can. Also 
there is less possibility of burning out 
valves or even bearings. 

The manufacturers use a _ light- 
bodied paint sprayed on lightly. There 
is not a great deal of difference in the 
type of paint or enamel as far as its 
ability to transmit heat is concerned. 
However, it should be thinned down 
to a very light body that will suffi- 
ciently color the compressor. It not 
only saves paint, but it is better for 
the compressor. 

While it is true that the water 
passing through a water-cooled com- 
pressor carries away most of the heat, 
some types of water-cooled con- 
densers depend somewhat on radia- 
tion of heat to the air around them. 

This is particularly true of the 
concentric-tube or tube-within-a-tube 
type of condenser. The water flows 
through the inner tube and the hot 
gas through the outer space between 
the two tubes. 

Such a condenser radiates a sizable 
amount of heat to the air, and thus 
relieves the water of some of the 
load. On condensers of this type, it 
is not good practice to paint the 
tubes, although they should _ be 
reasonably clean and free of dirt, 
dust, and corrosion, so that they can 
more effectively radiate heat. 

Nearly all water-cooled condensers 
radiate some heat, so it is not good 
practice to paint them in such a 
manner as to retard the radiation of 
heat. Shell-and-tube, shell-and-coil, 
and similar condensers should be 


painted for the sake of appearance 
and to prevent excessive corrosion, 
but the paint should be similar to 
that used on the compressor. 


furrr TOUCHED PHOTOGRAPHS 
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The Broadway Morket, in Redwood City (Calif.), is 
but one of many hundreds of amazing EVIS in- 
stallations. All over the United States EVIS Water 
Conditioners are conquering scale in practically 
all types of refrigeration equipment. The top pho 
tograph was made at the time the Evis was installed 
‘ . @ quorter-inch rod was driven through the 
tubes . two weeks later much of the scole 
was sufficiently soft to be prodded out with a smal! 
diameter tube . . . the condenser wos not opened 
again for six months the bottom photograph 
clearly shows what the EVIS had accomplished 


If Evis Conditioners are not yet available in 
your locality .. . phone or write your nearest 
Evis Regional Distributor for complete infor- 
mation. 


37 Rapple De UN O 7921 
EXCLUSIVE MARINE DIST. 
MOPAN-EVIS CO SAN 


\ 420 Margot 5 pols 
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AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 31, 1953 


35 New Firms Sign for All-Industry Show 


(Concluded from Page 1, Column 5) 

Admiral Corp., 412, air conditioner 
and dehumidifier. 

Allied Chemical & Dye Corp. Gen- 
eral Chemical Div., 741, ‘“Genetron” 
refrigerant gases, Genetron 12 (di- 
chlorodifluoromethane), Genetron 11 
(thrichloromonofluoromethane). 

American Air Filter Co., Inc., 919, 
Amer-glas replaceable filters. 

Arrow Hart & Hegeman Electric 
Co., 837, electrical motor controls. 

Belgian Electric Sales Corp., 830, 
electric motors. 

Bryant Heater Div. Affiliated Gas 
Equipment, Inc., 831, gas and oil 
centralized home winter conditioning 
equipment, with integrated summer 
conditioning equipment, duct cooling 
unit, window-type room air condi- 
tioner. 

Carver Pump Co., 571, pumps for 
air conditioning and refrigeration in- 


dustry. 
Cory Corp., 623, room air condi- 
tioners, humidifiers, dehumidifiers, 


heaterette, electric fans and electric 
air circulators; fanette, window fan; 
wall air combination heater fan; 
clothes dryer; hair dryer. 

Daffin Mfg. Co., 943, industrial and 
domestic dehumidifiers. 

Delco Products Div. General Motors 
Corp., 724, no listing of equipment. 

Dun & Bradstreet, 754, business 
show display. 

Foster Refrigerator Corp., 646, 
reach-in refrigerators, upright freez- 
ers. 

Friez Instrument Div. Bendix Avia- 
tion Corp., 840, temperature and 
humidity indicators and recorders. 


Genuine Soe Says: 
“Always buy Genuine 
WAGNER Brushes” 


Replace brushes in Wagner 
Motors with genuine Wagner 


brushes because Wagner 
correct grade brushes give 
maximum performance, 
commutator and brush 
life. Identify them by 
the name WAGNER 
on the brushes. 
M3S61-6 . Pp 
Wagner Electric @rporation 
6471 PLYMOUTH AVENUE, SAINT LOUIS 14, MO., U.S.A. 
Established manufacturer of commercia! 
and industrial refrigeration and air con- 
ditioning products, located in West, has 
opening for General Sales Manager. Full 
responsibility for national sales organiza- 
tion. Both business and sales management 
experience necessary. High potential in 
compensation and position. Send resume 
of business and personal history to 


Box 4367, Air Conditioning & Refrigera- 
tion News. 


. Center Disc, series A” 


BLOWER WHEELS 


_ double inlet spun wheels 


Frigid Igloo Mfg. Corp., 705, high 
and low temperature display cases— 
remote and self-contained. 

Kirsch Co., 573, heat exchangers 
for refrigeration, and evaporator and 
condenser coils for air conditioning. 

Glenco Refrigeration Corp., 506- 
514, commercial refrigerators, water 
coolers, freezers. 

Gem Refrigerator Co., Inc. (Ex- 
hibited at Atlantic City), 749, com- 
mercial refrigerators i. e., florist re- 
frigerated boxes, refrigerated wall 
cases, and refrigerated reach-ins. 

Harris Refrigeration Co., 909, low 
temperature unit and cabinet housing 
temperature and pressure recorders 
to demonstrate operation; air cooled 
unit. 

Lau Blower Co., 729, blowers and 
blower parts. 

McCall Refrigerator Corp., 921, 
reach-in refrigerators and upright 
freezers. 

McCray Refrigerator Co., Inc. (Ex- 
hibited at Cleveland and Atlantic 
City), 734, commercial refrigeration 
equipment. 

Marby Co., 569, walk-in cooler— 
wood-sectional, complete with refrig- 
eration equipment. 

Marley Co., 744, cooling towers. 

Marlow Pumps, 923, pumps for 
circulating cooling water through 
evaporators. 

Maurey Mfg. Corp., 844, fan V-pul- 
leys, fans, V-belts and V-link belting. 

Meier Electric & Machine Co., Inc., 
725, condensor and evaporator pro- 
pellers. 

Palmer Mfg. Corp., 738, evapora- 
tive coolers. 

RBM Div., Essex Wire Corp, 929, 
motor starting relays and overload 


-— in Charge of the Navy Purchasing Office, Washington, 
6280-S 23 Sep 53 


INFORMATION 


is a list of proposed procurements issued by the 
yy pees. Mg 

- 8. 
AAP - a wonnen cae speciation Mil, R, 


te the purchasing officer under which the pushers is listed in 


PROCUREMENT 


The followi 
various indica U. S. Government 
list is compiled and made available 
Prospective bidders may obtain complete bid sets 


26 ton condensing unit 6 
for air conditioning with 
6 sent onboard repairs 


this Synopsis. Be sure to identify completely the bid invitation 
ou wish by including in your request the item description. the 
nvitation number or reference number and the opening date. 
This will save time in filling your request. For reasons o 
economy, specifications are normally not included with the bid 
invitations unless the specification is a new one. First time 
bidders on a particular item should request a copy of applicable 


GENERAL SERVICES ADMINISTRATION 
Description Quantity Beference a 
No. te 


Business Service Center, General Services Administration, Region 
5, 575 U. S. Courthouse, 219 S. Clark St., Chicago, Illinois 


—- and drawings at the time the request for a bid Refrigerators, Type 1, domestic 
to Sperate on — — 60 
cycle alternating curren in 
DEPARTMENT OF DEFENSE accord. with Fed. Spec AA- 
Description Quantity Refyrenes Aap. Ss Household type approx. 6 cu, ft. CHD-1063 8 Sep 53 
. o. 7 cu. ft. 2 ea. 
Public Works Officer, Marine Barracks, Camp Lejeune, N. C. 8 cu. ft. 4 ea. 
Warehouse, cold storage Job 40505B 14 Sep 53 9 cu. ft. 28 ea. 
plant and quarters facilities. 10 cu. ft. 2 ea. 
Induced draft cooling tower. Job 34141-B 21 Sep 53 Refrigerator: commercial type 9 ea CHD-1053 8 Sep 53 
Purchasing and Contracting Office, Camp Drum, Watertown, elec. operated 115 V 60 cycle 
New. York A.C. in accord. with VA Spec 
Warm air furnaces. 440 4 Sep 53 T-VA-M-4300c 20 cu. ft. ca- 


(A1-30-033- 
54-4) pacity. 


Wesco Names Rivers to 


New England Wholesalers 
To Hold Outing Sept. 16-17 


NORWICH, Conn.—-Annual outing 
of the New England Refrigeration 
Wholesalers will be held at the Nor- 
wich Inn here on Wednesday and 
Thursday, Sept. 16 and 17, the as- 
sociation announced recently. 


A package price of $39.50 covers 
all expenses for the two-day event, 
including four meals, golf, card tour- 
nament, horse shoes, putting contest, 
elbow bending, and other entertain- 
ment. 

Checks should accompany requests 
for reservations. 


New Managerial Position 


NEW YORK CITY —Charles A. 
Rivers has been appointed assistant 
eastern regional operating manager 
for Westinghouse Electric Supply Co., 
it was announced here by J. F. Myers, 
president. 

Rivers was formerly New England 
district stores manager for the com- 
pany, and will temporarily work out 
of the firm’s Boston office in his new 
position. He holds a bachelor of laws 
degree from the Boston College Law 
school and is a member of the 


Massachusetts and Federal Bar as- 
sociations. 


Servel Names Ed Meer To 
Comm’ Field Service Staff 


EVANSVILLE, Ind.— Edward F. 
Meer has been appointed as a field 
service representative for the com- 
mercial electric refrigeration division 
of Servel, Inc., according to George S. 
Eager, division service manager. 

Meer operated a refrigeration serv- 
ice firm before joining a Cincinnati 
wholesale supply house in 1951 as an 
applications engineer. He attended 
the University of Cincinnati. 

In his new position, Meer will 
handle contacts with Servel commer- 
cial refrigeration customers. His 


headquarters will be in Cincinnati. 


protectors for hermetically sealed re- @- 


frigeration compressors. | 

Remcor Products Co., Div. of Re- | 
frigeration Maintenance Corp., 812, | 
water cooling equipment. 

Riverside Mfg. & Electrical Supply 
Co., 842, electrical harnesses and as- 
semblies; waterproof switches and — 
relays. 

Square D Co., 937, Square D across- — 
the-line magnetic and unified control 
equipment for air conditioning sales; 
package display 8 ft. tall by 10 ft. 
wide. 

Taco Heaters, Inc., 933, chillers, 
heat exchangers, pumps. 

Time, Inc., 134, display demon- 
strating Time's penetration of indus- 
trial market with relation to air con- 
ditioning and refrigeration. 

True Mfg. Co., 834, bottled bever- 
age coolers, dry, electric. 

J. H. H. Voss Co., Inc., 563, com- 
pressor valves, valve discs and plates. 


Cool Sehool 


CHICAGO — Students at Central 
YMCA high school should find class- 
room work a pleasure now. The 
school’s rooms at 19 S. LaSalle have 
been air conditioned. 
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The LAU Blower Company, 2202 Home Ave., Dayton 7, Ohio 
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First, you and your customers identify 
this top quality tube by the dotted 
design of the protective carton in 


which it comes to you. 


But the high quality is fully realized 
ne long service the tube renders 
r customers and their custom- 
’When your customers ask for 
ubing, sell them ‘“Wolverine’—the 
top quality tubing that helps your 
customers keep their customers. 
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WOLVERINE TUBE DIVISION 2 


“ms of CALUMET & HECLA, INC. 


Manufacrurers of Quality-Controlled Tubing 
1413 CENTRAL AVENUE © DETROIT 9, MICHIGAN 


Plants in Detroit, Mich. & Decatur, Ala. Sales offices in Principal Cities 


Export Department, 13 E. 40th St., New York 16, N. Y. 
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